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CITY  AND  COUNTyHf  SAN  FRANCISCO 


CAPITAL 


: 


OFFICE  OF 

CHIEF  ADMINISTRATIVE  OFFICER 


RUDOLF  NOTHENBERG  289  CITY  HALL 

CHIEF  ADMINISTRATIVE  OFFICER  SAN  FRANCISCO 

CALIFORNIA  94102 
415/554-4851 


August  10,  1988 


The  Honorable  Art  Agnos 

The  Honorable  Board  of  Supervisors 

Department  Heads,  Boards  and  Commissions 

Re:  Transmittal  of  the  Six-Year 

Capital  Expenditure  Plan,  1988-89 
through  1993-94 


Ladies  and  Gentlemen: 

The  Annual  Report  of  the  Capital  Improvement  Advisory  Committee  on  the 
maintenance  and  improvement  of  public  buildings  and  structures,  pursuant  to 
Section  3.09  of  the  Administrative  Code,  is  herein  submitted. 


The  Six-Year  Capital  Expenditure  Plan  includes  those  maintenance  and 
improvement  projects  approved  by  the  Board  of  Supervisors  for  the  1988-89 
Capital  Budget,  and  a listing  of  future  maintenance  and  improvement  projects. 


Rudolf  Nothenberg,  Chair 

Capital  Improvement  Advisory  Committee 


Enclosure 
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For  the  General  Fund,  projects  are  rated  by  the  following  priority  categories  in  the  first  year  of 
the  Plan. 

Priority  101:  Projects  for  a continuing  program. 

Priority  102:  Project  for  the  correction  of  security,  life-safety  or  health  deficiencies 


Priority  103 

Projects  for  the  exterior  preservation  of  buildings. 

Priority  104 

Projects  for  the  protection  of  property. 

Priority  105 

Projects  for  the  correction  of  building  system  deficiencies. 

Priority  106 

Projects  for  the  correction  of  building  component  deficiencies. 

Priority  107 

Projects  for  the  preservation  of  structures. 

Priority  108 

Projects  for  the  improvement  of  a building  system  or  component. 

Priority  109 

Projects  for  the  improvement  of  working  conditions. 

Priority  110 

Projects  for  the  maintenance  or  improvement  of  the  appearance  of  public 
facilities. 

Priority  assignments  for  Special  Fund  projects  generally  follow  the  recommendations  of  the 
responsible  department,  assuming  that  sufficient  funds  are  available  for  the  projects  being 
requested. 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THROUGH  1993-94 

Comparative  Table 


The  following  comparative  table  summarizes  by  funding  category  capital  budget  appropriations 
(excluding  supplemental  appropriations)  by  the  Board  of  Supervisors  for  1986-87,  1987-88  and  1988-89 


Funding  Category 

1986-87 

1987-88 

1988-89 

General  Fund^ 

$17,262,032 

$18,746,228 

$ 8,899,210 

Special  Funds 

Gas  Tax 

0 

0 

0 

Revenue 

38,630,966 

35,384,653 

42,592,985 

0ther2 

16,214,701 

17,611,000 

16,919,500 

TOTALS 

S72. 107.699 

$71,741,881 

$68,411,695 

^Includes  Municipal  Railway,  San  Francisco  General  Hospital  and  Laguna  Honda  Hospital. 

^Includes  Open  Space  and  Park  Renovation  Fund,  Yerba  Buena  Center  Fund,  Clean  Water  Operating  Fund, 
War  Memorial  Special  Fund  and  Convention  Facilities  Fund. 
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CITY 

SIX 

& COUNTY  OF  SAN  FRANCI 
YEAR  CAPITALEXPENDITURE 
1988-89  THRU  1993-9‘* 

SCO 

PLAN 

DTPT 

NO. 

YEAR  1 

YEAR 

2 YEAR  3 

YEAR  9 

YEAR  5 

YEAR  6 

FG/FD:  01001  GENERAL  FUND 


01 

BOARD  OF  SUPERVISORS 

70,000 

0 

0 

0 

0 

0 

02 

ASSESSOR 

953,200 

529,000 

0 

0 

0 

0 

09 

DISTRICT  ATTORNEY 

370,000 

0 

0 

0 

0 

0 

06 

SHERIFF 

973,000 

9,600,100 

3,689,900 

1,988,000 

295,000 

100,000 

08 

TREASURER-TAX  COLLECTO 

165,000 

0 

0 

0 

0 

0 

09 

CONTROLLER 

118,500 

1,376,900 

0 

0 

0 

0 

10 

SUPERIOR  COURT 

952,890 

0 

0 

0 

0 

0 

11 

MUNICIPAL  COURT 

0 

1,115,500 

281,300 

0 

0 

0 

12 

JUVENILE  COURT 

0 

1,922,050 

818,900 

555,000 

355,000 

305,000 

13 

ADULT  PROBATION 

97,302 

0 

0 

0 

0 

0 

15 

COUNTY  CLERK 

6,290 

0 

0 

0 

0 

0 

29 

MAYOR'S  SPECIAL  SERVIC 

0 

90,000 

0 

0 

0 

0 

28 

ART  COMMISSION 

1,958,700 

2,698,100 

120,000 

70,000 

70,000 

70,000 

31 

FIRE  DEPARTMENT 

609,830 

1,637,720 

1,109,000 

690,000 

1,390,000 

990,000 

38 

POLICE 

705,703 

386,150 

159,000 

259,000 

100,000 

100,000 

91 

PUBLIC  LIBRARY 

616,500 

1,867,915 

1,303,200 

50,000 

50,000 

50,000 

92 

RECREATION  AND  PARK  CO 

2,690,020 

7,077,650 

6,753,600 

3,283,900 

3,097,800 

2,199,200 

95 

SOCIAL  SERVICES 

329,000 

0 

0 

0 

0 

0 

60 

ACADEMY  OF  SCIENCES 

781,000 

572,000 

950,000 

100,000 

100,000 

100,000 

61 

FINE  ARTS  MUSEUMS 

195,000 

2,726,000 

1,192,500 

150,000 

150,000 

150,000 

62 

ASIAN  ART  MUSEUM 

182,880 

70,000 

187,300 

70,000 

70,000 

70,000 

72 

COUNTY  AGRICULTURE -WEI 

19,375 

250,000 

0 

0 

0 

0 

79 

MEDICAL  EXAMINER/  CORO 

50,850 

0 

0 

0 

0 

0 

75 

ELECTRICITY 

22,350 

289,215 

25,000 

25,000 

25,000 

25,000 

83 

PUBLIC  HEALTH  CENTRAL 

237,200 

150,000 

150,000 

150,000 

150,000 

150,000 

89 

EMERGENCY  HOSPITALS 

18,000 

0 

0 

0 

0 

0 

87 

COMMUNITY  MENTAL  HEALT 

0 

85,000 

70,000 

70,000 

70,000 

70,000 

90 

PUBLIC  WORKS 

9,589,326 

8,366,980 

9,982,500 

9,992,200 

3,955,000 

3,955,000 

91 

PURCHASER 

802,987 

18,980 

0 

0 

0 

0 

92 

CLEAN  WATER  PUBLIC  SVC 

3,500,000 

3,500,000 

0 

0 

0 

0 

SUBTOTAL  FG/FD  01001 

18,909,303 

38,780,760 

20,787,200 

11,398,100 

9,327,800 

7,229,200 

FG/FD 

03 

: 01005  GENERAL  FUND-PROJCT 

CITY  ATTORNEY 

231,800 

0 

0 

0 

0 

0 

06 

SHERIFF 

3,999,900 

0 

0 

0 

0 

0 

08 

TREASURER-TAX  COLLECTO 

50,290 

0 

0 

0 

0 

0 

09 

CONTROLLER 

313,900 

0 

0 

0 

0 

0 

11 

MUNICIPAL  COURT 

82,500 

0 

0 

0 

0 

0 

12 

JUVENILE  COURT 

2,126,955 

0 

0 

0 

0 

0 

15 

COUNTY  CLERK 

151,855 

0 

0 

0 

0 

0 

29 

MAYOR’S  SPECIAL  SERVIC 

297,860 

0 

0 

0 

0 

0 

28 

ART  COMMISSION 

1,993,600 

0 

0 

0 

0 

0 

31 

FIRE  DEPARTMENT 

716,650 

0 

0 

0 

0 

0 

91 

PUBLIC  LIBRARY 

523,669 

0 

0 

0 

0 

0 

92 

RECREATION  AND  PARK  CO 

1,101,550 

0 

0 

0 

0 

0 

95 

SOCIAL  SERVICES 

593,280 

0 

0 

0 

0 

0 

60 

ACADEMY  OF  SCIENCES 

229,000 

0 

0 

0 

0 

0 

IV 
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SIX  YEAR 

CAPITALEXPENDITURE  PLAN 

1988-89  THRU  1993 

-99 

DEPT 

NO. 

YEAR  1 

YEAR  2 

YEAR  3 

YEAR  9 

YEAR  5 

YEAR  6 

61  FINE  ARTS  MUSEUMS 

1,055,700 

0 

0 

0 

0 

0 

62  ASIAN  ART  MUSEUM 

1,188,300 

0 

0 

0 

0 

0 

70  CAO 

150,000 

0 

0 

0 

0 

0 

79  MEDICAL  EXAMINER/  CORO 

92,600 

0 

0 

0 

0 

0 

75  ELECTRICITY 

29,000 

0 

0 

0 

0 

0 

85  PUBLIC  HEALTH  CENTRAL 

563,189 

0 

0 

0 

0 

0 

87  COMMUNITY  MENTAL  HEALT 

186,990 

0 

0 

0 

0 

0 

90  PUBLIC  WORKS 

6,090,829 

0 

0 

0 

0 

0 

91  PURCHASER 

59,050 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  01005 

21,016,932 

0 

0 

0 

0 

0 

FG/FD:  02071  OFF  STREET  PARKING 

36  PARKING  AUTHORITY 

660,000 

100,000 

100,000 

100,000 

100,000 

100,000 

SUBTOTAL  FG/FD  02071 

660,000 

100,000 

100,000 

100,000 

100,000 

100,000 

FG/FD:  02091  SPECIAL  GAS  TAX  STREET  IMPROVEMEN 

90  PUBLIC  WORKS 

9,259,590 

31,079,225 

28,083,700 

26,126,600 

26,207,000 

25,520,000 

SUBTOTAL  FG/FD  02091 

9,259,590 

31,079,225 

28,083,700 

26,126,600 

26,207,000 

25,520,000 

FG/FD:  02221  OPEN  SPACE  AND  PARK 

RENOVATION 

92  RECREATION  AND  PARK  CO 

6,135,000 

100,000 

0 

0 

0 

0 

SUBTOTAL  FG/FD  02221 

6,135,000 

100,000 

0 

0 

0 

0 

FG/FD:  02222  CANDLESTICK  PARK 

92  RECREATION  AND  PARK  CO 

9,095,000 

3,705,000 

3,930,000 

685,000 

690,000 

695,000 

SUBTOTAL  FG/FD  02222 

9,095,000 

3,705,000 

3,930,000 

685,000 

690,000 

695,000 

FG/FD:  02229  MARINA  YACHT  HARBOR 

92  RECREATION  AND  PARK  CO 

651,500 

933,000 

850,000 

280,000 

100,000 

100,000 

SUBTOTAL  FG/FD  02229 

651,500 

933,000 

850,000 

280,000 

100,000 

100,000 

FG/FD:  02229  SPECIAL  REC.A  PARK  REVENUE  FUND 

92  RECREATION  AND  PARK  CO 

699,500 

2,926,700 

366,800 

906,200 

250,000 

250,000 

SUBTOTAL  FG/FD  02229 

699,500 

2,926,700 

366,800 

906,200 

250,000 

250,000 

FG/FD:  02301  YERBA  BUENA  CENTER 

70  CAO 

2,952,800 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  02301 

2,952,800 

0 

0 

0 

0 

0 

FG/FD:  02302  CONVENTION  FACILITIES  FUND 

93  CONVENTION  FACILITIES 

1,271,100 

700,900 

0 

0 

0 

0 

SUBTOTAL  FG/FD  02502 

1,271,100 

700,900 

0 

0 

0 

0 
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DEPT 

NO.  YEAR  1 YEAR  2 YEAR  3 YEAR  9 YEAR  5 YEAR  6 


FG/FD:  02303  WAR  MEMORIAL  SPECIAL  FUND 


WAR  MEMORIAL 

2,296,375 

1,721,600 

922,800 

300,000 

395,000 

300,000 

SUBTOTAL  FG/FD  02303 

2,296,375 

1,721,600 

922,800 

300,000 

395,000 

300,000 

FG/FD:  30001  AIRPORT  OPERATING 

FUND 

27  AIRPORT 

1,850,000 

2,035,000 

2,238,500 

2,962,350 

0 

0 

SUBTOTAL  FG/FD  30001 

1,850,000 

2,035,000 

2,238,500 

2,962,350 

0 

0 

FG/FD:  30700  AIRPORT-CAPITAL,  IMPROVEMENT  FD 

27  AIRPORT 

2,581,295 

2,839,929 

3,123,368 

3,935,703 

0 

0 

SUBTOTAL  FG/FD  30700 

2,581,295 

2,839,929 

3,123,368 

3,935,703 

0 

0 

FG/FD:  31001  MUNICIPAL  RAILWAY 

OPERATING 

35  MUNICIPAL  RAILWAY 

525,000 

920,000 

920,000 

920,000 

675,000 

600,000 

SUBTOTAL  FG/FD  31001 

525,000 

920,000 

920,000 

920,000 

675,000 

600,000 

FG/FD:  32001  WATER  DEPT  OPERATING  FUND 

97  WATER  DEPARTMENT 

20,605,000 

23,965,650 

28,595,000 

27,208,000 

29,151,000 

26,067,000 

SUBTOTAL  FG/FD  32001 

20,605,000 

23,965,650 

28,595,000 

27,208,000 

29,151,000 

26,067,000 

FG/FD:  33001  HETCH  HETCHY  OPERATING  FUND 

32  HETCH  HETCHY  PROJECT 

22,057,000 

90,592,900 

28,602,200 

17,769,700 

20,312,800 

3,079,800 

SUBTOTAL  FG/FD  33001 

22,057,000 

90,592,900 

28,602,200 

17,769,700 

20,312,800 

3,079,800 

FG/FD:  39001  SF  HARBOR  OPERATING  FUND 

39  PORT 

971,890 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  39001 

971,890 

0 

0 

0 

0 

0 

FG/FD:  35001  CLEAN  WATER  OPERATING  FUND 

92  CLEAN  WATER  PUBLIC  SVC 

5,788,200 

6,077,700 

6,381,600 

6,700,700 

7,035,800 

7,387,600 

SUBTOTAL  FG/FD  35001 

5,788,200 

6,077,700 

6,381,600 

6,700,700 

7,035,800 

7,387,600 

FG/FD:  36001  HOSPITAL  OPERATING 

FUND 

86  SAN  FRANCISCO  GENERAL 

5,551,050 

2,791,970 

9,112,310 

9,005,300 

700,000 

700,000 

SUBTOTAL  FG/FD  36001 

5,551,050 

2,791,970 

9,112,310 

9,005,300 

700,000 

700,000 

FG/FD:  37001  LAGUNA  HONDA  OPERATING  FUND 

85  LAGUtiA  HONDA 

2,619,600 

5,316,180 

3,982,300 

1 ,673,900 

500,000 

500,000 

SUBTOTAL  FG/FD  37001 

2,619,600 

5,316,180 

3,982,300 

1,673,900 

500,000 

500,000 

vi 
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CITY 

SIX 

S COUNTY  OF  SAN  FRAtCI 
YEAR  CAPITALEXPENDITURE 
1988-89  THRU  1993-99 

SCO 

PLAN 

DEPT 

NO. 

YEAR  1 

YEAR 

2 YEAR  3 

YEAR  9 

YEAR  5 

YEAR  6 

GRAND  TOTAL  129,936,085  163,535,009  131,995,778  103,971,053  90,999,900  72,528,600 


NOTE:  Amounts  shown  for  each  year  are  departmental  requests 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THROUGH  1993-94 


Date  of 
Submi ssi on 


GENERAL  OBLIGATION  BOND  SCHEDULE 

The  following  list  of  future  general  obligation 
bond  items  is  submitted  in  fulfillment  of 
Administrative  Code  Section  3.05 

•k  -k  -k  -k 


Description 

New  Main  Library  Building,  construction 


Amount 


1988 


$109,500,000 


Listing  of  Possible  Future  General  Obligation  Bond  Items 

Jails  1,  2 and  3,  improvements/expansion. 

Youth  Guidance  Center,  improvements. 

Various  public  buildings  and  structures,  seismic  upgrading. 

School  facilities,  reconstruction. 

Laguna  Honda  Hospital,  ward  improvements/seismic  upgrading. 

San  Francisco  General  Hospital,  improvements/seismic  upgrading. 

Auxiliary  Water  Supply  System  (fire  protection),  reconstruction. 

Municipal  Railway,  improvements  (light  rail  storage  facility;  rail  replacement). 
Ocean  Beach  Seawall,  construction. 

Street  lighting  and  fire  alarm  improvements/undergrounding. 

Various  public  buildings,  asbestos  abatement. 

Central  Shops,  improvements. 

Sharp  Park  Seawall,  construction. 

CLM:2/jp 
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TIME: 
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CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP 

DEPT:  01 

BOARD  OF  SUPERVISORS 

FUND 

GP/FD:  01001  GENERAL 

FUND 

**««»«**  YEAR 

1 «»»*»»»» 

02 

109 

FM 

30501 

MINOR  REPAIR/IMPROVE  PROJECTS 

01 

199 

FM 

21101 

CHAMBERS-INTERIOR  REFINISHING 

YEAR  1 TOTAL 


PAGE : 1 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


10,000 

60,000 

70,000 


10,000 

0 

10,000 


BPREP  REPORT 
RUN  DATE:  9- 

789 

AUG-1988 

CITY  & COUNTY  OF  SAN  FRANCISCO 
TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

PAGE 

DEPT 

PRIO 

ClAC 

PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  02  ASSESSOR 

FUND  GP/FD:  01001  GENERAL  FUND 


«»#***»« 

YEAR  1 

#«*»*#*» 

01 

199 

FM 

21201 

CH-OFFICE  RENOVATION-VENFILATION 

955,200 

0 

YEAR  1 

TOTAL 

953,200 

0 

YEAR  2 

20 

200 

Cl 

99219 

CH-FIRST  FLOOR-OFFICE  VENTILATION 

529,000 

YEAR  2 TOTAL 


529,000 
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TIME: 
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CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE : 3 


DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO,  TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  05  CITY  ATTORNEY 

FUND  GP/FD:  01005  GENERAL  FUNO-PROJCT 


»♦*»«*** 

YEAR  1 

01 

110 

FM 

25601 

VAR  AREAS-PAINT/CARPET 

33,000 

10,000 

02 

199 

FM 

35201 

CH-REMOOEL  OFFICE  AREAS 

198,800 

0 

YEAR  1 

TOTAL 

231,800 

10,000 

PAGE : ^ 
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CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  09 

DISTRICT  ATTORNEY 

FUND  GP/FD:  01001  GENERAL 

FUND 

#>***«»►*  YEAR 

1 **«**■**» 

01 

199 

FM 

22101 

H0J-RM9-REM0DEL  LOUNGE  AREA 

35,300 

0 

02 

199 

FM 

22201 

HOJ-REMODEL  OFFICE  AREA 

136,300 

0 

03 

199 

FM 

21801 

HOJ-REMODEL  RECEPT/SEC  AREAS 

52,700 

0 

09 

199 

FM 

22601 

HOJ-INVESTIGATORS  0FF-RE(10DEL 

193,700 

0 

YEAR  1 TOTAL 

370,000 

0 
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FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  06  SHERIFF 

FUND  GP/FD:  01001  GENERAL 

FUND 

********  YEAR  1 

10 

102 

FM 

22701 

JAIL  3-ROADHAY  LIGHTING 

53,000 

0 

12 

199 

Cl 

98901 

JA  3-HINDOW  SCREENS 

225,000 

0 

13 

199 

Cl 

94501 

HOJ-EXIT  DOOR  DELAY 

47,000 

0 

15 

199 

Cl 

94101 

JAIL  2-SECURITY  LIGHTING 

148,000 

D 

YEAR  1 TOTAL 

473,000 

0 

********  YEAR  Z 

20 

200 

FM 

59228 

JAIL  3-HEATING  SYS  CONTROLS 

39,000 

20 

200 

FM 

59287 

JAIL  3-PLUMBING  CABINETS 

366,000 

20 

200 

FM 

59286 

JAIL  3-DORM  TOILETS-RENOVATE 

204,000 

20 

200 

FM 

59232 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

20 

200 

FM 

69208 

JAIL  3-MENS  BLDG-FLOOR  COVERING 

310,400 

20 

200 

Cl 

99227 

CH-RM  311-REMODEL 

22,000 

20 

200 

Cl 

99259 

JAIL  1-VISITING/INTERVIEW  AREAS 

409,000 

20 

200 

Cl 

99238 

JAIL  3-MENS  BLDG-KITCHEN  IMP 

242,000 

20 

200 

Cl 

99228 

JAIL  3-MENS  BLDG-SEGREGATION  DIV 

62,000 

20 

200 

Cl 

99267 

HOJ-BASEMENT-BOOKING  AREA 

1,425,000 

20 

200 

Cl 

99262 

JAIL  1/2-BOOKING  COUNTER  SHIELDS 

39,500 

20 

200 

Cl 

99317 

JAIL  3-ALrTO  ELEVATORS 

178,800 

20 

200 

Cl 

99389 

JAIL  3-INSULATE  COLD  WATER  RISERS 

57,000 

20 

200 

Cl 

99387 

JAIL  3-GARBAGE  COMPACTING  SYSTEM 

130,000 

20 

200 

Cl 

99203 

JAILS  1/2/3-SHOWER/TOILET  AREAS 

786,000 

20 

200 

FM 

59367 

JAIL  3-OUTER  SECURITY  FENCE 

221,000 

20 

200 

FM 

59294 

JAIL  3-COURT  YARD  DRAINAGE 

8,400 

YEAR  2 TOTAL 

4,600,100 

»<***«**»  YEAR  3 

«**«*»»» 

30 

300 

FM 

59343 

JAIL  3-DORMITORY-REPAIR  CEILING 

78,000 

30 

300 

FM 

59342 

JAIL  3-WATER  SYSTEM-PUMPS 

68,000 

30 

300 

FM 

59335 

JAIL  3-WATER  TANK 

277,500 

30 

300 

FM 

59309 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

30 

300 

Cl 

99361 

JAIL  2-HOLDING  CELL  MODIFICATION 

150,000 

30 

300 

Cl 

99362 

JAIL  3-ATTORNEYS  RM-IMPROVEMEN7 S 

100,000 

30 

300 

Cl 

99386 

JAIL  3-REPLACE  HEAT/VENF  SYSTEM 

1,822,000 

30 

300 

Cl 

99318 

JAIL  3-RECREATION  YARD-IMPROVE 

577,800 

30 

300 

FM 

59436 

JAIL  3-OUTER  SECURITY  FEfJCE 

221,000 

30 

300 

FM 

59344 

JAIL  3-MENS  BLDG-FLOOR  COVERING 

295,600 

YEAR  3 TOTAL  3,689,900 


PAGE : 5 


«*#»»»*«  YEAR  4 ******** 
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BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  a COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

40 

400 

FM 

59410 

VAR  LCX:-MISC  FAC  MAINT  PRCU 

100,000 

40 

400 

Cl 

99431 

JAIL  3-CELLS-HOT  WATER 

966,000 

40 

400 

Cl 

99430 

JAIL  3-MAIN  HATER  SVC  LINE 

204,000 

40 

400 

Cl 

99429 

JAIL  3-SEWAGE  SY3-REPLACE  LINE 

218,000 

YEAR  4 

TOTAL 

1 

,488,000 

*»»***** 

YEAR  5 

**•»«**«» 

50 

500 

Cl 

99519 

JAIL  3-ELECT  SYS-MAIN  SWITCHBOARD 

195,000 

50 

500 

FM 

59516 

VAR  LCX:-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 

TOTAL 

295,000 

*«*«***« 

YEAR  6 

60 

600 

FM 

59617 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 

TOTAL 

100,000 

FUND  GP/FO:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

******** 

01 

101 

FM 

23701 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

34,500 

05 

102 

Cl 

71601 

JAILS  l/2~SMOKE  REMOVAL 

859,500 

350,000 

03 

104 

FM 

31801 

JAIL  3-FIRE  SPRINKLER  SYSTEM 

60,500 

60,500 

02 

199 

FM 

30301 

JAIL  3-REPLACE  BLOCK  WALL 

54,000 

0 

04 

199 

FM 

35301 

HOJ-7TH  FLOOR-EMERGENCY  POWER 

59,750 

0 

06 

199 

FM 

31001 

JAILS  1/2-RENOVATE  SHOWERS 

411,100 

0 

07 

199 

FM 

29401 

JAIL  3-ELEVATOR  REPLACEMENT 

325,000 

0 

08 

199 

FM 

22801 

JA  3-WATER  MAIN-BACK  FLOW  PREVEfTT 

124,000 

0 

09 

199 

FM 

20001 

VAR  JAILS-SHOWER/TOILET  AREAS 

1 

,648,800 

0 

11 

199 

FM 

30901 

JAIL  3-OUTER  SECURITY  FENCE 

221,000 

0 

14 

199 

FM 

30101 

JAIL  1 WOMENS  SECT-TV  SYSTEM 

31,250 

0 

16 

199 

FM 

24201 

JA  3-WATER  MAIN-PRES  REDUCE  VAL 

29,500 

0 

17 

199 

Cl 

78901 

JAIL  3-SECURITY  FENCE 

25,000 

0 

YEAR  1 TOTAL 


3,949,400 


445,000 


BPREP  REPORT  784  CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  08  TREASURER-TAX  COLLECTOR 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


YEAR  1 


01  199 

Cl 

98501 

CH-SECURITY/OFFICE  MODIFICATIONS 

165,000 

0 

YEAR  1 TOTAL 

165,000 

0 

FUrJO  GP/FD:  01005  GENERAL  FUND-PROJCT 


»»«»«»»»  YEAR  1 


02  199  FM  20101  CH-RM  107-INTERIOR  PAINTING 


50,290 


0 


PAGE : 7 


YEAR  1 TOTAL 


50,290 


0 


BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988 

CITY  i COUNTY  OF 

TIME:  8:16PM  CAPITAL  BUDGET  BY 

FISCAL  YEAR 

SAN  FRANCISCO 
DEPT  PRIORITY 
1988-89 

PAGE 

DEPT  CIAC 

PRIO  PRIO 

PROJECT/HORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

KESP  DEPT:  09  COTfTROLLER 
FUND  GP/FD:  01001  GENERAL  FUND 


**#»*«*» 

YEAR  1 

01 

199 

FM 

24601 

CH-RM  4-ELECTRICAL  POHER  PANELS 

88,500 

0 

02 

199 

Cl 

76601 

240  VAN  NESS-ISD-OFF  EXPANSION 

30,000 

0 

YEAR  1 

TOTAL 

118,500 

0 

YEAR  2 

20 

200 

FM 

59345 

CITY  HALL-RM  4-REPAIR/REPLACE 

75,000 

20 

200 

FM 

59346 

CITY  HALL-RM  2A-REMODEL 

50,000 

20 

200 

FM 

59321 

CH-ISD-ALTER  ELECTRICAL  POWER 

1,251,900 

YEAR  2 

TOTAL 

1,376,900 

FUJO  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

03 

199 

FM 

31901 

CH-RM  65A-REMODEL  OFFICE  AREA 

313,900 

0 

YEAR  1 

TOTAL 

313,900 

0 

BPREP  report  784  CITY  i COUhTTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:I5PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

dept  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  10  SUPERIOR  COURT 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

«*****»» 

01 

199 

Cl 

93501 

CH-4TH 

FL-AIR  CONDITIONING 

438,000 

0 

02 

199 

FM 

22801 

CH-VAR 

RMS-ACOUSTICAL  TILE 

14,840 

0 

YEAR  1 

TOTAL 

452,840 

0 

PAGE : 9 


BPREP  REPORT  784 

CITY  & COUNTY  OF  SAN  FRANCISCO 

PAGE 

RUN  DATE 

: 9-AUG-1988  TIME: 

8 : 15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO  PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

REGP  DEPT:  11  MUNICIPAL  COURT 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  2 ******** 

20 

200 

FM 

59211 

HOJ-RENOVATE  COURTROOMS/LHAMBERS 

172,000 

20 

200 

FM 

59203 

CH-RENOVATE  COURTROOMS/CM AMBERS 

83,500 

20 

200 

FM 

59358 

HOJ-RM  201-BAIL  BOND  OFFICE 

860,000 

YEAR  2 

TOTAL 

1,115,500 

******** 

YEAR  3 ******** 

• 

30 

300 

FM 

59324 

CH-RENOVATE  COURTROOMS/CHAriBERS 

91,800 

30 

300 

FM 

59312 

HOJ-RENOVATE  COURTROOMS/CHAMBERS 

189,500 

YEAR  3 

TOTAL 

261,300 

FUND  GP/FO:  01005  GENERAL 

FLWD 

-PROJCT 

**!(**»*» 

YEAR  1 ******** 

01 

199 

FM 

35501 

VAR  COURT  FAC  REPAIR/RENUVATE 

27,500 

0 

02 

199 

FM 

32001 

HOJ  RM  201-BAIL  BOND  OFF -REMODEL 

55,000 

0 

YEAR  1 

TOTAL 

82,500 

0 

10 


BPREP  report  784 
RUN  DATE:  9-AUG-1988 


TIME: 


8:15PM 


CITY  X COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REGP  DEPT:  12  JUVENILE  COURT 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  2 

20 

200 

FM 

59271 

YGC-RESURFACE  DRIVE  HAY/PARKING 

20 

200 

FM 

59238 

LCR-RESURFACE  PLAYGROUND 

20 

200 

FM 

59214 

LCR-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59274 

LCR-VAR  BLDGS-EXT  PAINTING 

20 

200 

FM 

59213 

YGC-MISC  FAC  MAINT  PROJ 

20 

200 

Cl 

99425 

YGC-REPLACE  FLAGPOLE 

20 

200 

Cl 

99390 

YGC-BOYS  CRAFT  RM-REMODEL 

20 

200 

Cl 

99427 

LCR-MODULAR  CLASSROOMS 

20 

200 

Cl 

99206 

LCR-OUTDOOR  PLAYGROUND  LIGHTS 

20 

200 

FM 

59360 

YGC-HEATING  SYS  REPAIR 

20 

200 

FM 

59371 

HVR-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59275 

YGC-VISIT  RESTRM-HANDICAP  ACCESS 

20 

200 

FM 

59350 

LCR-MEDICAL  CLINIC-REMOOEL 

20 

200 

FM 

59349 

YGC-BLDG  W1 -STORAGE  ROOM 

20 

200 

FM 

59348 

YGC-REMOVE  BOILER 

20 

200 

FM 

59347 

YGC-EAST  DRIVEHAY-IMPROVE 

20 

200 

FM 

59269 

HVR-REHABILITATION  (PHASE  2) 

20 

200 

FM 

59289 

LCR-CONSTRUCT  SEHAGE  LABORATORY 

20 

200 

FM 

59293 

YGC-VAR  AREAS-REMODEL 

20 

200 

FM 

59260 

LCR-VISIT  RESTRM-HANDICAP  ACCESS 

20 

200 

FM 

59361 

YGC-INTERIOR/EXTERIOR  PAINT 

20 

200 

FM 

59277 

LCR-SEHAGE  DIS  PLANT-PAirJTING 

YEAR  2 TOTAL 

«»#»»***  YEAR  3 

50 

300 

FM 

59337 

LCR-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59336 

YGC-MISC  FAC  MAINT  PROJ 

30 

300 

Cl 

99383 

LCR-SOLAR  HEATING  SYSTEM 

30 

300 

Cl 

99349 

LCR-REC  HALL  ADDITION 

30 

300 

Cl 

99322 

LOG  CABIN-SEHAGE  TREAT 

30 

300 

FM 

59438 

YGC-HEATING  SYS  REPAIR 

30 

300 

FM 

59439 

YGC-INTERIOR/EXTERIOR  PAINT 

30 

300 

FM 

59359 

HVR-MISC  FAC  MAINT  PROJ 

YEAR  3 TOTAL 

********  YEAR  4 

«****»*« 

40 

400 

FM 

59433 

LCR-MISC  FAC  MAINT  PROJ 

40 

400 

FM 

59432 

YGC-MISC  FAC  MAINT  PROJ 

40 

400 

FM 

59532 

YGC-INTERIOR/EXTERIOR  PAINT 

40 

400 

FM 

59437 

HVR-MISC  FAC  MAINT  PROJ 

PAGE:  11 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


5,500 

48.000 

80.000 

86.500 

175.000 

5,500 

25.000 

70.000 

96.000 

50.000 

50.000 

15.000 

25.000 

25.000 

50.000 

150.000 
56,700 

45.000 
74,850 

16.500 

250.000 

26.500 

1,422,050 


80,000 

175.000 

19.500 

94.500 
99,900 

50,000 

250.000 

50,000 

818,900 


80,000 

175.000 

250.000 

50,000 


BPREP  REPORT  7Q<*  CITY  & COUNTY  OF  SAN  hRANCIl^CO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DLPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR 

TOTAL 

555,000 

****««»* 

YEAR  5 

50 

500 

FM 

59528 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

50 

500 

Cl 

99548 

YGC-PARKING  AREA  CONSTRUCTION 

50,000 

50 

500 

FM 

59527 

YGC-MISC  FAC  MAINT  PROJ 

175,000 

50 

500 

FM 

59551 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

YEAR  5 

TOTAL 

355,000 

YEAR  6 

60 

600 

FM 

59627 

LCR-MISC  FAC  MAINT  PROJ 

60,000 

60 

600 

FM 

59626 

YGC-MISC  FAC  MAINT  PROJ 

175,000 

60 

600 

FM 

59631 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

YEAR  6 

TOTAL 

305,000 

FUND  GP/FD:  01005  GENERAL 

FUNO- 

PROJCT 

******** 

YEAR  1 

02 

101 

FM 

31101 

YGC-MISC  FAC  MAINT  PROJ 

175,000 

100,000 

05 

101 

FM 

31201 

LCR-MISC  FAC  MAINT  PROJ 

60,000 

30,000 

06 

101 

FM 

26701 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

20,000 

01 

102 

FM 

35801 

LCR-SEWAGE  TREAT  PT-MODICATIONS 

453,000 

64,800 

07 

105 

Cl 

67401 

YGC-VAR  BLDGS-ROOFING 

505,000 

166,000 

04 

199 

FM 

32401 

LCR-PUMP  STA-ACCESS  ROAD 

50,000 

0 

05 

199 

Cl 

61701 

LCR-EMERG  ELECT  SYSTEM 

50,000 

0 

08 

199 

FM 

35001 

YGC-HEATING  SYSTEM-REPAIR 

50,000 

0 

09 

199 

FM 

32501 

YGC-ROOF  AREA-SHEETMETAL  PAINTING 

80,000 

0 

10 

199 

FM 

29601 

LCR-PLUMBING  SYSTEM 

14,465 

0 

11 

199 

FM 

32501 

LCR-ALTTO  SHOP-CLASSRM  VEfTT 

12,130 

0 

12 

199 

FM 

35401 

LCR-PUMP  STA-FUEL  STORAGE  TANK 

41,500 

0 

15 

199 

FM 

29901 

YGC-GYMS-RE FINISH  FLRS/BACK  STOPS 

20,885 

0 

14 

199 

FM 

32201 

YGC-VAR  COTTAGES-REINFORCE  WALLS 

45,000 

0 

15 

199 

FM 

29701 

YGC -KITCHEN  PAINTING 

41,475 

0 

16 

199 

FM 

35901 

LCR-REPLACE  SEWER  LINES 

210,000 

0 

17 

199 

FM 

52101 

YGC-INTERIOR/EXTERIOR  PAINTING 

250,000 

0 

YEAR  1 

TOTAL 

2,126,455 

360,800 

12 


BPREP  REPORT  789 

RUN  DATE:  9-AUG-1988 

CITY  8 COUNTY  OF  SAN  FRANCISCO 
TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

PAGE: 

13 

dept  ciac 

PRIO  PRIO 

PROJECT/HORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  13  ADULT  PROBATION 
FUND  GP/FD:  OlODl  GENERAL  FUND 
»«**«*«*  YEAR  1 «»»**»** 

01  109  FM  22901  HOJ-VAR  OFFICEG-REMODELING  97,302  0 


YEAR  1 TOTAL 


97,302 


0 


BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988 

CITY  & COUNTY  OF  SAN  FRANCISCO 
TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

PAGE: 

14 

DEPT  CIAC 

PRIO  PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  IS  COUNTY  CLERK 
FUND  GP/FD:  01001  GENERAL  FUND 
**«***»*  YEAR  1 **«*»**» 


04  199 

FM 

39501 

CH-ROOM  317-PAINT  OFFICE  AREA 

6,240 

0 

YEAR  1 TOTAL 

6,240 

0 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
********  YEAR  1 ******** 


01 

199 

FM 

32701 

YGC-RM  101-SERVICE  WINDOWS 

11,555 

0 

02 

199 

FM 

20901 

CH-RM  317-COUNTER  FLOOR  COVERING 

73,100 

0 

03 

199 

FM 

32601 

CH-RM  317  ACOUSTICAL  CEILING  TILE 

67,200 

0 

YEAR  1 TOTAL  151, 85S  0 


BPREP  REPORT 

789 

CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988 

TIME: 

8:15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  29 

MAYOR’S 

SPECIAL 

SERVICES 

FUrJD  GP/FD:  01001  GENERAL 

FUND 

****»»»*  YEAR 

z *»**»*»* 

20 

200 

Cl 

99933 

100  LARKIN-HANDICAPPED  RAMP 

20 

200 

Cl 

99396 

HUTCH  CTR-LIGHTING  IMPROVEMENTS 

YEAR  2 TOTAL 

FUND  GP/FO:  01005  GENERAL 

FUND 

-PROJCT 

»**»**»*  YEAR 

1 «»«««««« 

02 

101 

FM 

29501 

VAR  LOC-MISC  FAC  MAINT  PROJ 

01 

199 

FM 

32901 

YOUTH  PARK-REPAIR  FOUNDATION 

03 

199 

FM 

32801 

100  LARKIN  ST-PAINTING/REPAIRS 

YEAR  1 TOTAL 


PAGE ; 15 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


15.000 

75.000 

90.000 


100,000 

60,000 

87,860 

2^7,860 


50,000 

0 

0 

50,000 


BPREP  REPORT  784 

RUN  DATE;  9-AUG-1988  TIME: 


8:15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE : 16 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  27  AIRPORT 

FUND  GP/FD:  50001  AIRPORT 

OPERATING  FUND 

year  1 

»**»«**» 

10 

100 

FM 

30001 

TERMINAL-FAC  MAINT 

350,000 

350,000 

10 

100 

FM 

90001 

GROUNDS-FAC  MAINT 

150,000 

150,000 

10 

100 

FM 

50001 

AIRPORT  SUPPORT-FAC  MAINI 

900,000 

900,000 

10 

100 

FM 

95001 

UTILITIES-FAC  MAINT 

350,000 

350,000 

10 

100 

FM 

20001 

AIRFIELD-FAC  MAINT 

600,000 

600,000 

YEAR  1 TOTAL 

■ 

1,850,000 

1,850,000 

YEAR  2 

20 

200 

FM 

59202 

UTILITIES  FAC  MAINT 

385,000 

20 

200 

FM 

59209 

AIRFIELD  FAC  MAINT 

660,000 

20 

200 

FM 

59205 

GROUTJDSIDE  FAC  MAINT 

165,000 

20 

200 

FM 

59203 

TERMINAL  FAC  MAINT 

385,000 

20 

200 

FM 

59201 

AIRPORT  SUPPORT  FAC  MAINT 

990,000 

YEAR  2 TOTAL 

2,035,000 

YEAR  3 

30 

300 

FM 

59303 

TERMINAL  FAC  MAINT 

923,500 

30 

300 

FM 

59305 

GROUNDSIDE  FAC  MAINT 

181,500 

30 

300 

FM 

59309 

AIRFIELD  FAC  MAINT 

726,000 

30 

300 

FM 

59302 

UTILITIES  FAC  MAINT 

923,500 

30 

300 

FM 

59301 

AIRPORT  SUPPORT  FAC  MAINT 

989,000 

YEAR  3 TOTAL 

2,238,500 

«***«»**  YEAR 

90 

900 

FM 

59905 

GROUNDSIDE  FAC  MAINT 

199,650 

90 

900 

FM 

59909 

AIRFIELD  FAC  MAINT 

798,600 

90 

900 

FM 

59903 

TERMINAL  FAC  MAINT 

965,850 

90 

900 

FM 

59902 

UTILITIES  FAC  MAINT 

965,850 

90 

900 

FM 

59901 

AIRPORT  SUPPORT  FAC  MAINT 

532,900 

YEAR  9 TOTAL 

2,962,350 

FUND  GP/FD:  30700  AIRPORT 

-CAPITAL 

IMPROVEMENT 

FD 

tutinHumn  YEAR  1 

10 

100 

Cl 

75001 

GROUNDSIDE  IMPROVEMENTS 

938,820 

938,820 

10 

100 

Cl 

70001 

PASSENGER  TERMINAL  IMPROVEMENTS 

309,755 

309,755 

10 

100 

Cl 

65001 

AIRFIELD  IMPROVEMENTS 

1,213,209 

1,213,209 

BPREP  report  784  CITY  S COlWTY  OF  SAN  FRANCISCO 


RUT'J  DATE 

: 9-AUG 

-1988  TIME 

: 8; 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PR0JECT/W0RKPHA5E 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

10 

100 

Cl 

92501 

AIRFIELD  SUPPORT  FACILITIES 

10 

100 

Cl 

60001 

UTILITY  SYSTEMS  IMPROVEMENTS 

YEAR  1 

TOTAL 

YEAR  2 

*»****^ 

20 

200 

Cl 

99205 

AIRPORT  SUPPORT  IMPROVEMENTS 

20 

200 

Cl 

99202 

TERMINAL  AREA  IMPROVEMENTS 

20 

200 

Cl 

99204 

UTILITY  SYSTEM  IMPROVEMENTS 

20 

200 

Cl 

99203 

GROUNDSIDE  AREA  IMPROVEMENTS 

20 

200 

Cl 

99201 

AIRFIELD  AREA  IMPROVEMENTS 

YEAR  2 

TOTAL 

YEAR  3 

******** 

30 

300 

Cl 

99304 

UTILITY  SYSTEM  IMPROVEMENTS 

30 

300 

Cl 

99302 

TERMINAL  AREA  IMPROVEMENTS 

30 

300 

Cl 

99303 

GROUNDSIDE  AREA  IMPROVEMENTS 

30 

300 

Cl 

99306 

AIRPORT  SUPPORT  IMPROVEMENTS 

30 

300 

Cl 

99301 

AIRFIELD  AREA  IMPROVEMENTS 

YEAR  3 

TOTAL 

YEAR  4 

*»***«*» 

40 

400 

Cl 

99405 

AIRPORT  SUPPORT  IMPROVEMENTS 

40 

400 

Cl 

99404 

UTILITY  SYSTEM  IMPROVEMENTS 

40 

400 

Cl 

99403 

GROUNDSIDE  AREA  IMPROVEMENTS 

40 

400 

Cl 

99402 

TERMINAL  AREA  IMPROVEMENTS 

40 

400 

Cl 

99401 

AIRFIELD  AREA  IMPROVEMENTS 

YEAR  4 TOTAL 


PAGE:  17 


DEPARTMENT 

REQUEST 

309,756 

309,755 

2,501,295 


340,732 

340,730 

340,730 

482,702 

1,334,530 

2,839,424 


374,804 

374.004 
530,972 

374.005 
1,467,983 

3,123,368 


412,285 

412,284 

584,069 

412,284 

1,614,701 


BOARD 

APPROVED 

309,756 

309,755 

2,501,295 


3,435,703 
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DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  28  ART  COMMISSION 

FUND  GP/FD:  01001  GENERAL 

FUND 

»*■**»»*»  YEAR  1 

01 

101 

FM 

22501 

VAR  LOC-MISC  FAC  MAINT  PI<OJ 

65,000 

65,000 

06 

199 

FM 

42901 

HEST  ADD-EXT  PAINT/WINDOW  REPAIR 

25,400 

0 

09 

199 

Cl 

63401 

SOM  CUL  CTR-IMPROVEMENTS 

1,368,300 

0 

YEAR  1 TOTAL 

1,458,700 

65,000 

*««»««««  YEAR  2 

«»***HW* 

. 

20 

200 

FM 

59276 

HEST  ADD  CULTURAL  CTR-DOORS 

8,300 

20 

200 

FM 

59234 

VAR  LOC -MONUMENT  REHABILITATE 

50,000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

70,000 

20 

200 

Cl 

99207 

MIS  CUL  CTR-IMPROVE 

736,000 

20 

200 

Cl 

99212 

SOM  CUL  CTR-IMPROVE 

1,363,100 

20 

200 

Cl 

99205 

WEST  ADD  CUL  CTR-IMPROVE 

420,700 

YEAR  2 TOTAL 

2,648,100 

*****♦»«  YEAR  5 

30 

300 

FM 

59314 

VAR  LOC -MONUMENT  REHABILITATE 

50,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  3 TOTAL 

120,000 

«»*****»  YEAR  4 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  4 TOTAL 

70,000 

YEAR  5 

******** 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  5 TOTAL 

70,000 

***n¥nnk*  YEAR  6 

******** 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


70,000 


18 


«»*«*♦**  YEAR  1 ***#«*«« 


BPREP  REPORT 

789 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9- 

AUG-1988 

TIME:  8; 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

05 

105 

FM 

35201 

MIS  CUL  CTR-ELEVATOR  REPAIR 

07 

105 

Cl 

67901 

MIS  CUL  CTR-IMPROVEMENTS 

02 

199 

FM 

21001 

VAR  LOC -MONUMENT  REHAB 

09 

199 

FM 

35001 

SOM  CUL  CTR-DAR;<  RM-WASTE  LINE 

05 

199 

FM 

33101 

WEST  ADD  CUL  CTR-REPLACE  ROOF 

08 

199 

Cl 

68001 

WEST  AD  CUL  CTR-IMPROVEMENTS 

YEAR  1 TOTAL 
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DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

15.000 

915.900 

50.000 
13,500 
56,300 

392.900 

15,000 

297,000 

0 

0 

0 

0 

1,993,600 

312,000 

BPREP  REPORT  78^ 
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DEPT  CIAC 

PRIO  PRIO  CIP 


PROJECT/HORKPHASE 
NO.  TITLE 


RESP  DEPT:  31  FIRE  DEPARTMENT 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  01001  GENERAL  FLff^D 


**««»**»  YEAR  1 »«*«»*** 


02 

199 

Cl 

72001 

VAR  STAS-APPARATUS  DOORS 

381,800 

75,000 

06 

199 

Cl 

69<:01 

VAR  LOC-INSTALL  HYDRANTS 

40,000 

0 

07 

199 

FM 

20801 

VAR  LOC-UNDERGRNO  CISTERNS 

10,000 

0 

11 

199 

FM 

23201 

VAR  STA-SECURITY  SCREENS/GATE 

17,050 

0 

13 

199 

FM 

23001 

VAR  STA-PLUMBING  REPAIRS 

29,800 

0 

15 

199 

FM 

23101 

VAR  STA-REPLACE  LIGHT  FIXTURES 

131,180 

0 

YEAR  1 

TOTAL 

609,830 

75,000 

«******« 

YEAR  2 

20 

200 

FM 

5920^ 

MISC  FAC  MAINT  PROJ 

200,000 

20 

200 

FM 

59284 

VAR  STAS-RESURFACE  DRIVEHAYS 

201,500 

20 

200 

FM 

59230 

STA  NO  19-COPPER  WATERPIPE 

10,575 

20 

200 

FM 

59202 

PUMP  STA  1-REPAIR  TUNNEL 

82,800 

20 

200 

Cl 

99224 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

65,500 

20 

200 

Cl 

99223 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

20 

200 

Cl 

99285 

TWIN  PEAKS  RES-INTRUSION  ALARM 

85,400 

20 

200 

Cl 

99266 

TRAIN  CTR-DRILL  TWR-PLUMiilNG 

4,700 

20 

200 

Cl 

99210 

STA  31-HOSE  STOR  BLDG 

27,100 

20 

200 

Cl 

99208 

VAR  STA-APPARATUS  DOORS 

340,000 

20 

200 

Cl 

99202 

STA  8-HOSE  HOIST 

5,000 

20 

200 

Cl 

99219 

TRAIN  CTR-HIGH  PRESSURE  HYDRANT 

13,000 

20 

200 

Cl 

99218 

TRAIN  CTR-LOW  PRESSURE  HYDRANT 

35,200 

20 

200 

Cl 

99201 

VAR  LOC  INSTALL  FIRE  HYD 

40,000 

20 

200 

Cl 

99445 

VAR  LOC-UNDGRND  TAN.C  REPLACEMENT 

100,000 

20 

200 

FM 

59372 

VAR  LOC -MISC  FAC  MAINT  PROJ 

200,000 

20 

200 

FM 

59231 

STA  NO  22-CLOTHES  DRIER 

10,050 

20 

200 

FM 

59226 

VAR  STA-REPLACE  FLOOR  COVERING 

65,000 

20 

200 

FM 

59220 

VAR  STA-INSTALL  PARTITIONS 

35,915 

20 

200 

FM 

59322 

VAR  STA-GAS  CONSERVATION  PROJ 

15,980 

YEAR  2 

TOTAL 

1,637,720 

#*#»«*»* 

YEAR  3 

30 

300 

FM 

59302 

MISC  FAC  MAINT  PROJ 

200,000 

30 

300 

Cl 

99301 

VAR  LOC  INSTALL  FIRE  HYD 

40,000 

30 

300 

Cl 

99352 

VAR  STA-SHOWER  DOORS 

5,200 

30 

300 

Cl 

99353 

VAR  STA-GARBAGE  DISPOSAL  UNITS 

6,200 

30 

300 

Cl 

99351 

VAR  STA-DRYING  RACKS 

6,400 

30 

300 

Cl 

99350 

VAR  STA-APPARATUS  DOORS 

283,000 

30 

300 

Cl 

99305 

STA  8-STUDY  ROOM 

15,000 

30 

300 

Cl 

99307 

CHIEF  RES-REMODEL  KIT/BAIH 

15,000 

30 

300 

Cl 

99341 

TRAIN  CTR-CLASSROOMS 

50,000 

ZO 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

30 

300 

Cl 

99309 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

30 

300 

Cl 

99302 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

72,000 

30 

300 

Cl 

99229 

DRILL  TOWER-IMPROVEMENTS 

11,200 

30 

300 

FM 

59362 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

30 

300 

Cl 

99521 

VAR  LOC-UNDGRND  TANK  REPLACEMENT 

100,000 

YEAR  3 TOTAL 

1,109,000 

*#»*»*«*  YEAR 

»**»*«*» 

90 

900 

FM 

59902 

MISC  FAC  MAINT  PROJ 

200,000 

90 

900 

Cl 

99903 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

90 

900 

Cl 

99901 

VAR  LOC  INSTALL  FIRE  HYD 

90,000 

90 

900 

FM 

59990 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

90 

900 

Cl 

99619 

VAR  LOC-UNDGRND  TANK  REPLACEMENT 

100,000 

YEAR  9 TOTAL 

690,000 

»»»*****  YEAR  5 

50 

500 

Cl 

99501 

VAR  LOC  INSTALL  FIRE  HYD 

90,000 

50 

500 

Cl 

99607 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

50 

500 

Cl 

99363 

HEADQUARTERS  BLDG-EXTEND  9TH  FLR 

750,000 

50 

500 

FM 

59502 

MISC  FAC  MAINT  PROJ 

200,000 

50 

500 

FM 

59533 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

50 

500 

Cl 

99615 

VAR  LOC-UNDGRND  TAKBC  REPLACEMENT 

100,000 

YEAR  5 TOTAL 

1,390,000 

YEAR  6 

it 

60 

600 

Cl 

99601 

VAR  LOC  INSTALL  FIRE  HYD 

90,000 

60 

600 

FM 

59602 

MISC  FAC  MAINT  PROJ 

200,000 

60 

600 

FM 

59632 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

YEAR  6 TOTAL 

990,000 

FUND  GP/FD:  01005  GENERAL 

FUND- 

PROJCT 

*#»»*»*»  YEAR  1 

03 

101 

FM 

29301 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

55,000 

01 

199 

Cl 

73701 

VAR  LOC-FUEL  TANK  REPLACEMENT 

100,000 

0 

09 

199 

FM 

28901 

VAR  STA-ROOF/GUTTER  REPAIR 

106,680 

0 

05 

199 

FM 

26301 

PUMP  STA  2-PLATFORM 

11,550 

0 

08 

199 

FM 

33301 

VAR  STA-WOMAN  FAC-ALTERATIONS 

80,000 

0 

09 

199 

FM 

33901 

VAR  STA-APPARATUS  DOOR  CONTROLS 

65,600 

0 

10 

199 

FM 

33701 

VAR  STA-SECURITY  LOCK  REPAIRS 

18,750 

0 

12 

199 

FM 

33601 

VAR  STA-SHOHER  REPAIRS 

29,760 

0 

19 

199 

FM 

33501 

VAR  STA-KITCHEN  REMODELING 

109,920 

0 

21 
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PROJECT/HORKPHASE 
CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


716,650  55,000 


22 


YEAR  1 TOTAL 


BPREP  REPORT 

789 

CITY  a CCXJNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG 

-1988  TIME 

: 8:15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  32 

HETCH  HETCHY 

PROJECT 

FUND  GP/FD:  33001  HETCH  HETCHY  OPERATING  FUND 

»**»*»*»  YEAR 

1 

******** 

01 

101 

Cl 

80901 

HOLM  PWRHSE -WATER  RECOVERY 

7,500,000 

5,000,000 

02 

102 

Cl 

81001 

MOC  DAM  SPILLWAY-ADDITION 

1,988,000 

1,988,000 

03 

103 

Cl 

80201 

HOLM  POWERHOUSE  SLOPE  STABILIZATI 

550,000 

110,000 

09 

109 

Cl 

81101 

CHERRY/ELEANOR  PUMP  STATION 

1,700,000 

3,200,000 

29 

105 

Cl 

82001 

VARIOUS  BLDGS-ASBESTOS  SURVEY 

75,000 

75,000 

07 

106 

Cl 

81301 

PRIEST  RES  DAM-STRUCTURE  STUDY 

300,000 

300,000 

08 

107 

Cl 

81901 

MOCCASIN  DAM-SAFETY  ANALYSIS 

30,000 

30,000 

11 

108 

FM 

38001 

HETCH  HETCHY  BLDGS-MAINT/REP 

223,000 

223,000 

12 

109 

Cl 

66001 

TUNNELS  P/L  MOCCASIN  TO  ALAMEDA  R 

128,000 

128,000 

13 

110 

FM 

37701 

TROLLEY  POLE  FAC -MAINTENANCE 

369,000 

397,800 

19 

111 

Cl 

81601 

ELECTRONIC  GOVERNOR  SYSTEM 

1,000,000 

1,000,000 

15 

112 

Cl 

80301 

STREET  LIGHTING  REPAIR/REPLACE 

500,000 

500,000 

16 

113 

Cl 

79601 

HETCHY  POWER  SYSTEM  OPTIMIZATION 

300,000 

300,000 

17 

119 

Cl 

62301 

TOP  PROGRAM 

500,000 

500,000 

19 

115 

Cl 

81801 

TRANS  SYSTEM  POWER  RECORDERS 

90,000 

90,000 

21 

116 

Cl 

81901 

BLDGS/STRUCTURES-CONDITION  ASSESS 

200,000 

100,000 

25 

117 

FM 

37901 

MOC/NEWARK  TRANS  LINE  TWRS-PAINT 

187,000 

187,000 

05 

199 

Cl 

81201 

MOC  RES-DEEPEN/RECONTOUR 

2,311,000 

0 

06 

199 

Cl 

60701 

PRIEST  RESERVOIR  DIVERSION  CHANNE 

530,000 

0 

09 

199 

Cl 

81501 

CHERRY  VAL  DAM-STREAM  GAGE 

90,000 

0 

10 

199 

Cl 

67001 

RESURFACE  ROADS-HETCH  HETCHY 

99,000 

0 

18 

199 

Cl 

81701 

JUNIPERO  SERRA-REPLACE  ST  LIGHT 

3,015,000 

0 

20 

199 

Cl 

76901 

MARKET  ST-LIGHTING  CONTROL  CENTER 

272,000 

0 

22 

199 

FM 

38901 

KIRKWOOD  a HOLM  PENSTOCKS  ACCESS 

50,000 

0 

23 

199 

Cl 

63801 

O’SH  DAM  POWER  PLANT 

200,000 

0 

YEAR  1 TOTAL 

22,057,000 

19,028,800 

»*»««**»  YEAR 

2 

20 

200 

Cl 

99221 

VAR  ROADS-RECONSTRUCTION/REPAIR 

1,077,000 

20 

200 

Cl 

99223 

EARLY  INTAKE-SAND  STORAGE 

67,000 

20 

200 

Cl 

99226 

MOCCASIN  COTTAGES-REHABILITATE 

330,000 

20 

200 

Cl 

99227 

O’SHAUGNESSY  DAM-WATER  TAW 

119,000 

20 

200 

Cl 

99231 

ELEANOR  DAM-SEAL  CONCRETE  FACE 

672,000 

20 

200 

Cl 

99225 

VAR  LOC-DOMESTIC  LINES-REPLACE 

557,000 

20 

200 

Cl 

99209 

TROLLEY  COACH  OVRHD  PROG( RR  ) 

500,000 

20 

200 

Cl 

99208 

SAN  JOAQUIN  PIPELINE-REPAIRS 

9,065,000 

20 

200 

Cl 

99211 

VAN  NESS  AVE -STREET  LIGHTING 

3,998,000 

20 

200 

Cl 

99210 

BRICK  MANHOLES-RECONSTRUCT 

131,900 

20 

200 

Cl 

99219 

TROLLEY  COACH  OVRHD  PROG  ( AB ) 

2,750,000 

20 

200 

Cl 

99218 

RESURFACE  ROADS 

52,000 

20 

200 

Cl 

99217 

TUNNELS/PIPELINE-RECONSTRUCTION 

136,000 

20 

200 

Cl 

99206 

PRIEST  RESERVOIR  BYPASS 

9,915,000 

20 

200 

FM 

59213 

TROLLEY  POLES-REPAIR/PAINT 

391,000 

PAGE  : 
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DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

20 

200 

FM 

59215 

MOC/NEWARK  TRANS  LINE -PAINT  TONER 

198,000 

20 

200 

FM 

59202 

VAR  BLDGS-MAINTENANCE 

236,000 

20 

200 

Cl 

99241 

MAINTENANCE  MANAGEMENT  PROGRAM 

450,000 

20 

200 

Cl 

99242 

MUNI  FAC-ENERGY  CONS  RETROFITS 

500,000 

20 

200 

Cl 

99405 

EARLY  INTAKE-REPLACE  DRUM  GATES 

808,000 

20 

200 

Cl 

99234 

MOCCASIN-TAILRACE  IMPROVEMENT 

550,000 

20 

200 

Cl 

99235 

TRANS  LINES  3/4-UPGRADE  ( STUDY  ) 

120,000 

20 

200 

Cl 

99236 

VAR  PWRHSES-ACOUSTICAL  FLOW  METER 

500,000 

20 

200 

Cl 

99239 

MOCCASIN  SHOP  BLDGS-REPL ACEMENT 

2,014,000 

20 

200 

Cl 

99238 

VIBRATION  MONITORING  PROGRAM 

150,000 

20 

200 

Cl 

99246 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

20 

200 

Cl 

99201 

LOW  HEAD  GENERATING  FACILITIES 

500,000 

20 

200 

Cl 

99245 

ELECTRONIC  GOVERNOR  SYSTEM 

1,000,000 

20 

200 

ci 

99244 

HOLM  POWERHOUSE  WATER  RECOVERY 

7,500,000 

20 

200 

Cl 

99237 

WATER  TRANSMISSION  DEMAfJDS  STUDY 

250,000 

20 

200 

CI 

99243 

COMPUTERIZED  DRAFTING  SYS  (STUDY) 

200,000 

20 

200 

CI 

99233 

MOCCASIN  PWRHSE-ENERGY  ABSORBERS 

1,326,000 

20 

R 2 TOTAL 

200 

CI 

99240 

FOOTHILL  TUNNEL  GATES-CONTROL  SYS 

30,000 

40,592,400 

BOARD 

APPROVED 


********  YEAR  3 iklUHHHHHt 


30 

300 

CI 

99228 

PARK  MERCED  AREA-STREET  LIGHTING 

2,359,000 

30 

300 

CI 

99229 

O'SHAUGNESSY  DAM  COTTAGE -REHAB 

319,000 

30 

300 

CI 

99304 

TROLLEY  COACH  OVRHD  PROG(RR) 

500,000 

30 

300 

CI 

99305 

WATER  TREATMENT  FACILITIES 

3,359,000 

30 

300 

CI 

99232 

CHERRY  VALLEY  BLDG-REHABILITA7E 

652,000 

30 

300 

CI 

99308 

VAN  NESS  AVE-STREET  LIGHTING 

4,876,000 

30 

300 

CI 

99311 

TUNNE  LS/PI  PE  LINE  -RECONSTRUCTIOrj 

144,000 

30 

300 

CI 

99312 

RESURFACE  ROADS 

55,000 

30 

300 

CI 

99314 

VAR  ROADS-RECONSTRUCTION/REPAIR 

1,162,900 

30 

300 

CI 

99307 

BRICK  MANHOLES-RECONSTRUCT 

139,300 

30 

300 

CI 

99224 

O'SHAUGNESSY  BOAT  RAMP-RESURFACE 

175,000 

30 

300 

CI 

99213 

OLD  MOC  POWERHOUSE -RECONSTRUCT 

2,956,000 

30 

300 

FM 

59314 

TROLLEY  POLES-REPAIR/PAINT 

414,000 

30 

300 

FM 

59317 

MOC/NEWARK  TRANS  LINE-PAINT  TOWER 

210,000 

30 

300 

CI 

99415 

SAN  JOAQUIN  P/L  CROSSOVERS 

1,155,000 

30 

300 

CI 

99416 

MOCCASIN  PENSTOCK-REPLACE  SADDLE 

1,033,000 

30 

300 

FM 

59302 

VAR  BLDGS-MAINTENANCE 

251,000 

30 

300 

CI 

99319 

HETCH  HETCHY-RADIO  INFO  SYSTEM 

440,000 

30 

300 

CI 

99317 

O'SHAUGHNESSY  PWR  DISTRIBUTION 

200,000 

30 

300 

CI 

99316 

MOC  PWRHSE-SOLIDSTATE  EXCITER  SYS 

350,000 

30 

300 

CI 

99301 

LON  HEAD  GENERATING  FACILITIES 

3,635,000 

30 

300 

CI 

99321 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

30 

300 

CI 

99315 

EARLY  INTAKE  ROAD-STABILIZATION 

3,000,000 

30 

300 

CI 

99318 

SCADA  SYSTEM-MODIFY/ADDITIONS 

290,000 

30 

300 

CI 

99320 

WARNERVILLE  SWTCHYRD-DELUGE  DRAIN 

427,000 

YEAR  3 TOTAL  28,602,200 
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BPREP  report  789 

CITY  « COUNTY  OF  SAN  FRANCISCO 

RUN  DATE 

: 9-AUG 

-1988  TIME 

: 8: 

15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1986-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

YEAR  9 

«««♦♦«♦♦♦♦« 

90 

900 

Cl 

99505 

KIRKWOOD/HOLM  PENSTS-INT  LINING 

90 

900 

FM 

59908 

TROLLEY  POLES-REPAIR/PAINT 

90 

900 

FM 

59911 

MOC/NEHARK  TRANS  LINE -PAINT  TOWER 

90 

900 

Cl 

99511 

BRYANT  ST  FAC-OFF  SPACE  IMPROVE 

90 

900 

Cl 

99512 

HUGHES/LEITHOLD  LINES-REPLACE 

90 

900 

Cl 

995i3 

HOLM  POWERHSE-DRAIN  CONTROL  SYS 

90 

900 

Cl 

99510 

BRYANT  ST  FAC -GENERAL  REPAIRS 

90 

900 

Cl 

99901 

LOW  HEAD  GENERATING  FACILITIES 

90 

900 

Cl 

99902 

TROLLEY  COACH  OVRHD  PROG( RR  ) 

90 

900 

Cl 

99903 

BRICK  MANHOLES-RECONSTRUCT 

90 

900 

Cl 

99313 

MOCCASIN-SHOP  BUILDINGS-REPLACE 

90 

900 

Cl 

99910 

TUNNELS/PIPELINE-RECONSTRUCTION 

90 

900 

Cl 

99911 

RESURFACE  ROADS 

90 

900 

Cl 

99919 

VAR  ROADS-RECONSTRUCTION 

90 

900 

Cl 

99222 

ALEMANY  BLVD-ST  LIGHT  REPLACEMENT 

90 

900 

FM 

59902 

VAR  BLDGS-MAINTENANCE 

90 

900 

Cl 

99917 

ST  LIGHT  FAC-REPAIR/REPLACE 

YEAR  9 

TOTAL 

YEAR  5 

♦WUHHHUHt 

50 

500 

Cl 

99509 

VAR  ROADS-RECONSTRUCTION/REPAIR 

50 

500 

FM 

59505 

TROLLEY  POLES-REPAIR/PAINT 

50 

600 

Cl 

99908 

KIRKWOOD  PENSTOCK-PROTECT  COVER 

50 

500 

Cl 

99503 

BRICK  MANHOLES-RECONSTRUCT 

50 

500 

Cl 

99506 

TUNNELS/PI PE LINE -RECONSTRUCTION 

50 

500 

Cl 

99507 

RESURFACE  ROADS 

50 

500 

Cl 

99306 

SAN  JOAQUIN  PIPELINE-REPAIRS 

50 

500 

FM 

59509 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

50 

500 

FM 

59502 

VAR  BLDGS-MAINIENANCE 

50 

500 

Cl 

99515 

ST  LIGHT  FAC-REPAIR/REPLACE 

50 

500 

Cl 

99519 

SAN  JOAQUIN  P/L  NO  3-FIELD  JOINTS 

YEAR  6 

TOTAL 

YEAR  6 

60 

600 

FM 

59609 

TROLLEY  POLES-REPAIR/PAINT 

60 

600 

Cl 

99602 

BRICK  MANHOLES-RECONSTRUCT 

60 

600 

Cl 

99603 

TUNNELS/PIPELINE-RECONSTRUCTION 

60 

600 

Cl 

99609 

RESURFACE  ROADS 

60 

600 

Cl 

99606 

VAR  ROADS-RECONSTRUCTION/REPAIR 

60 

600 

FM 

59602 

VAR  BLDGS-MAINTENANCE 

60 

600 

Cl 

99607 

ST  LIGHT  FAC-REPAIR/REPLACE 

YEAR  6 TOTAL 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 


2,100,000 

<♦59,000 

222,000 

265,700 

88,000 

518,900 

582,800 

6.985.000 

500.000 
197,600 

2.096.000 

155.000 

58,000 

1,252,700 

1.867.000 

266.000 

500,000 

17,769,700 


1,506,700 

965.000 
5,221,600 

156,500 

162.000 

62,000 

9.169.000 

255.000 

282.000 

500,000 

2.755.000 

20,512,800 


995.000 

165,800 

172.000 

65,000 

1,585,000 

299.000 

500.000 


5,079,800 


BPREP  REPORT  784 
RUN  DATE:  9-A(JG-1988 


TIME  : 


8 : 15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

RfcSP  DEPT:  35  MUNICIPAL  RAILWAY 

FmD  GP/FD:  31001  MUNICIPAL  RAILWAY  OPERATING 


YEAR  1 

**^***** 

01 

101 

FM 

22501 

MISC  FAC  MAINT  PROJ 

525,000 

YEAR  1 TOTAL 

525,000 

YEAR  2 

******** 

20 

200 

FM 

59202 

VAR  LOC -ASBESTOS  ABATEMEfTT 

245,000 

20 

200 

FM 

59203 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

600,000 

YEAR  2 TOTAL 

920,000 

Kjoinnnto  YEAR  3 

******** 

30 

300 

FM 

59303 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

30 

300 

FM 

59302 

VAR  LOC-ASBESTOS  ABATEMENT 

245,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

600,000 

YEAR  3 TOTAL 

920,000 

»****»*»  YEAR  4 

40 

400 

FM 

59402 

VAR  LOC-ASBESTOS  ABATEMENT 

245,000 

40 

400 

FM 

59403 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

600,000 

YEAR  4 TOTAL 

920,000 

***«»**»  YEAR  5 

******** 

50 

500 

FM 

59502 

VAR  LOC-REPLACEMENT  ROOf /FLOOR  CO 

75,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

600,000 

YEAR  5 TOTAL 

675,000 

***iHHnm  year  6 

******** 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

600,000 

YEAR  6 TOTAL 

600,000 

BOARD 

APPROVED 


5Z5>D00 

525,000 


BPREP  REPORT  784 
run  DATE:  9-AUG-1988 

CITY  & COUNTY  OF  SAN  FRANCISCO 
TIME:  8:1SPM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

PAGE: 
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DEPT  CIAC 

PRIO  PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  36  PARKING  AUTHORITY 
FUND  GP/FD:  02071  OFF  STREET  PARKING 
»**#*»««  YEAR  1 ******** 


01 

101 

FM 

50601 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

100,000 

02 

102 

FM 

50201 

ST  MARY  SQ  GAR-ESCALATOR  UNITS 

500,000 

500,000 

03 

103 

FM 

50301 

VAR 

GARAGES-ASBESTOS  SURVEY 

60,000 

60,000 

YEAR  1 TOTAL 

660,000 

660,000 

«»****»*  YEAR  2 

******** 

20 

200 

FM 

59201 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  2 TOTAL 

100,000 

********  YEAR  5 

******** 

30 

300 

FM 

69301 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  3 TOTAL 

100,000 

********  YEAR  4 

******** 

40 

400 

FM 

59401 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  4 TOTAL 

100,000 

********  year  5 

MNMMMXNK 

50 

500 

FM 

59501 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 TOTAL 

100,000 

********  year  6 

******** 

60 

600 

FM 

59601 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 TOTAL 


100,000 


BPREP  REPORT  78^ 

CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG 

-1988  TIME 

: 8: 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  38  POLICE 

FUND  GP/FD:  01001  GENERAL 

FUND 

#«#****«  YEAR  1 

03 

101 

FM 

23601 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

02 

102 

FM 

20201 

HOJ-RADIO  ROOM-RAISED  FLOOR 

52,650 

52,650 

01 

103 

FM 

23901 

POLICE  ACADEMY-REPLACE  ROOF 

299,335 

299,335 

09 

199 

FM 

23801 

GGP  STABLES-SECURITY  FENCE 

7,280 

0 

05 

199 

FM 

98501 

HOJ-REPLACE  FLOOR  COVER 

183,658 

0 

06 

199 

FM 

23701 

MCLAREN  STABLES-VENTILATION 

5,100 

0 

07 

199 

FM 

91201 

HOJ-OFF  AREA-PAINT 

93,280 

0 

08 

199 

Cl 

95301 

VAR  STA-EMERGENCY  POWER 

19,900 

0 

YEAR  1 TOTAL 

705,703 

296,985 

********  YEAR  2 

******** 

' 

20 

200 

FM 

59237 

VAR  STA-GASOLINE  PUMPS 

72,000 

20 

200 

Cl 

99907 

CENTRAL  STATION-CABINETS 

9,200 

20 

200 

Cl 

99517 

PARK  STA-ELECTRICAL  CIRCUITS 

28,100 

20 

200 

Cl 

99375 

TARAVAL  STA-GASOLINE  TANK/PUMPS 

75,000 

20 

200 

Cl 

99297 

HOJ-RMS  G2I/23-VENT  SYSTEM 

22,000 

20 

200 

FM 

59363 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

20 

200 

FM 

59215 

POLICE  STABLES-BUILD  SYS  REPAIRS 

81,850 

YEAR  2 TOTAL 

388,150 

********  year  3 

******** 

30 

300 

FM 

59261 

RANGE -PARKING  AREA-RESURFACE 

59,000 

30 

300 

FM 

59991 

VAR  LOC-MISC  FAC  MAINT  PIJOJ 

100,000 

YEAR  3 TOTAL 

159,000 

********  year  9 

******** 

90 

900 

Cl 

99296 

VAR  DIST  STA-EMERGENCY  POWER 

159,000 

90 

900 

FM 

59539 

VAR  LOC-MISC  FAC  MAim  PROJ 

100,000 

YEAR  9 TOTAL 

259,000 

********  year  5 

******** 

50 

500 

FM 

59633 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

PAGE: 


YEAR  5 TOTAL 


100,000 
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YEAR  6 


BPREP  report  78<^  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

FM 

59634 

VAR  LOC-MISC  FAC  MAINT  PROJ 

YEAR  6 TOTAL 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

100,000 

100,000 


BPREP  REPORT  78^  CITY  & COUNTY  OF  SAN  f RANCISCO  PAGE: 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  39  PORT 


FLffJD  GP/FD:  3^001  SF  HARBOR  OPERATING  FUND 


********  YEAR  1 «***■»*-»*# 


01 

101 

FM 

20001 

VAR  LOC-MAINT  DREDGING 

325,000 

325,000 

02 

102 

FM 

20101 

ASBESTOS  SAFETY  SURVEY 

58,710 

58,710 

03 

103 

FM 

21101 

VAR  LOC-REPAIR/REPLACEMLNT 

88,180 

88,180 

YEAR  1 TOTAL 


471,890  471,690 


30 


BPREP  REPORT  784 
RUrj  DATE:  9-AUG-1988 


TIME: 


8:15PM 


CITY  S COUITTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1980-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  41  PUBLIC  LIBRARY 

FUT^1D  GP/FD:  01001  GENERAL 

FUND 

*#*»«»»»  YEAR  1 

01 

199 

Cl 

60801 

MAIN  LIB-ELECT  SVC 

YEAR  1 TOTAL 

YEAR  2 

20 

200 

FM 

59279 

ANZA  LIB-RESURFACE  COURT  YARD 

20 

200 

FM 

59278 

MARINA  LIB-COURTYARD  BENCHES 

20 

200 

FM 

59273 

MAIN  LIB-COMM  RM-CARPET 

20 

200 

FM 

59207 

MISC  FAC  MAINT  PROJ 

20 

200 

Cl 

99294 

ORTEGA  LIB-HEATING  SYSTEM 

20 

200 

Cl 

99250 

MAIN  LIB-GRAND  STAIR-LIGHTING 

20 

200 

Cl 

99231 

VAR  BRANCH  LIB-HANDICAPPED  ACCESS 

20 

200 

Cl 

99230 

MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 

20 

200 

FM 

59250 

VAR  BRANCH  LIB-FLOOR  TILES 

20 

200 

FM 

59295 

MAIN  LIB-STACK  AREA-GLASS  FLOOR 

20 

200 

FM 

59247 

MAIN  LIB-VAR  AREAS-LIGHTING 

20 

200 

FM 

59248 

45  HYDE  ST-INT/EXT  PAINTING 

20 

200 

FM 

59249 

VAR  LIB-SECURITY  LIGHTING 

20 

200 

FM 

59292 

MARINA  LIB-REPAIR  HOODEN  BENCHES 

20 

200 

Cl 

99444 

MAIN  LIB-FRONT  AREA-HALKWAY 

20 

200 

FM 

59251 

MAIN  LIBRARY-LIB  OFFICE-CARPET 

YEAR  2 TOTAL 

»*****»»  YEAR  3 

MMUXWKXW 

30 

300 

FM 

59331 

MISC  FAC  MAINT  PROJ 

30 

300 

Cl 

99251 

MAIN  LIB-AUTOMATIC  SOUTH  ELEVATOR 

30 

300 

Cl 

99437 

MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 

30 

300 

Cl 

99441 

VAR  BRANCH  LIB-HANDICAPPED  ACCESS 

YEAR  3 TOTAL 

*»«»)**»#*  YEAR  4 

40 

400 

FM 

59425 

MISC  FAC  MAINT  PROJ 

YEAR  4 TOTAL 

***»(*»**  YEAR  5 

50 

500 

FM 

59521 

MISC  FAC  MAINT  PROJ 

YEAR  5 TOTAL 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 


616,500  0 

616,500  0 


12,000 

7,800 

41.000 

50.000 

10.000 

72,000 

666,000 

350,800 

57,125 

314,300 

76,940 

72.000 
45,250 

8,200 

78.000 

6,500 

1,867,915 


50,000 

250.000 
46,200 

957.000 

1,303,200 


50 , 000 

50,000 


50,000 


50,000 


BPKEP  REPORT  78‘*  CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/J^RKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  6 

60 

600 

FM 

59621 

MISC  FAC  MAINT  PROJ 

50,000 

YEAR  6 

TOTAL 

50,000 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

02 

199 

Cl 

79301 

VAR  BRANCH  LIB-ELECTRICAL  IMPROVE 

97,750 

0 

03 

199 

FM 

39301 

MAIN  LIB-EXTERIOR  SASH-PAINTING 

192,000 

0 

09 

199 

FM 

39001 

WEST  ADD  BR-WATER  SEAL  FLOOR 

3,768 

0 

05 

199 

Cl 

77801 

MAIN  LIB-SORT  RM  VENT  SYSTEM 

10,950 

0 

06 

199 

FM 

33601 

MARINA  BRANCH-HEATING  SYSTEM 

159,600 

0 

07 

199 

FM 

30901 

VAR  BRANCH  LIB-MOD  ENTRANCE  DOORS 

21,000 

0 

08 

199 

FM 

39201 

EXCELSIOR  BRANCH-REPLACE  CARPET 

25,200 

0 

09 

199 

FM 

39101 

NOE  VALLEY  BR-RAIN  GUTTER 

8,100 

0 

10 

199 

FM 

33901 

ANZA  BRANCH-WINDOW  REPAIR 

5,321 

0 

11 

199 

FM 

27601 

VAR  BRANCH  LIB  PAINT/PLASIER 

55,500 

0 

PAGE: 


YEAR  1 TOTAL 


525,689 


0 
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RUN  DATE:  9-AUG-1988 


TIME 


8:15PM 


CITY  t COUtsTTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT  CIAC  PROJECT/WORKPHASE 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  92 

RECREATION 

AND  PARK 

COMMISSION 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR 

1 

01 

101 

FM 

21901 

VAR  LOC-MISC  FAC  MAINT  PROJ 

02 

101 

FM 

55601 

ZOO-MISC  FAC  MAINT 

03 

101 

FM 

36101 

GGP  PATHWAYS 

09 

101 

FM 

28901 

REPLACE  FENCING 

05 

101 

FM 

31901 

ZOO  FENCING 

07 

101 

FM 

28601 

WALKS  PARKING  AREA-RESURFACE 

19 

107 

FM 

35001 

CIVIC  CTR  PLAZA-REHABILITATE 

06 

199 

FM 

28701 

COURT  PLAY  AREAS-RESURFACE 

11 

199 

FM 

28501 

REHAB  LIGHTING 

12 

199 

FM 

32801 

GGP-MAINT  YD-UNDERGRND  FUEL  TANK 

19 

199 

FM 

29001 

GGP-KEZAR  PAVILION-REPLACE  ROOF 

15 

199 

FM 

39801 

COIT  TOWER-ELEVATOR 

17 

199 

Cl 

83701 

ZOO-SEWERS/DRAINS 

YEAR  1 TOTAL 


YEAR  2 »»**»»*-»* 


20 

200 

FM 

59259 

GGP-RESUR  WALKS-PATHS 

20 

200 

FM 

59291 

VAR  LOC-RESUR  COURTS 

20 

200 

FM 

59217 

VAR  LOC -MONUMENT/STATUE  REHAB 

20 

200 

FM 

59280 

GGP-KEZAR  PAV-REPLACE  FLOOR 

20 

200 

FM 

59282 

COIT  TOWER  ELEVATOR  RECONSTRUCTIO 

20 

200 

FM 

59281 

VAR  LOC-REHABILITATE  BLDGS 

20 

200 

FM 

69292 

VAR  LOC-RESUR  WALKS-PATHS 

20 

200 

FM 

59295 

MISC  FAC  MAINT  PROJ 

20 

200 

FM 

69299 

VAR  PKS-PLYGNDS-FENCING 

20 

200 

FM 

59293 

VAR  LOC-REHAB  LIGHT  SYS 

20 

200 

FM 

59268 

ZOO-MISC  FAC  MAINT  PROJS 

20 

200 

FM 

59267 

GGP -CONCOURSE -TUNNEL  REPAIR 

20 

200 

FM 

59262 

ZOO-RESUR  WALKS  AND  ROADS 

20 

200 

FM 

59256 

PARK  PRESIDIO  BLVD-LANDSCAPE 

20 

200 

FM 

59205 

ZOO-FENCING 

20 

200 

Cl 

99221 

GGP-ELECTRICAL  IMPROVEMENTS 

20 

200 

Cl 

99299 

GGP-MCLAREN  LODGE-ELECTRICAL  SERV 

20 

200 

Cl 

99299 

VAR  LOC -SECURITY  LIGHTING 

20 

200 

Cl 

99292 

CANDLESTICK  PARK  IMPROVEMENTS 

20 

200 

Cl 

99619 

MCLAREN  PK-WATER  SYSTEM 

20 

200 

Cl 

99237 

VAR  LOC-RESTROOM  RECONSTRUCTION 

20 

200 

Cl 

99232 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

20 

200 

Cl 

99296 

ZOO-SERVICE  ENTRANCE  GATE 

20 

200 

Cl 

99297 

VAR  LOC-IRRIGATION  SYSTEM 

20 

200 

Cl 

99295 

GGP-STOW  LAKE-BOAT  SHED 

20 

200 

Cl 

99257 

ZOO-HOSPITAL  BLDG-ADDITION 

20 

200 

Cl 

99255 

GGP-ARBORETUM-REST  ROOM 
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DEPARTMENT 

REQUEST 


750.000 

100.000 

65.000 

55.000 

30.000 

106,000 

200,000 

106,000 

96.000 

275.000 
368,700 
179,320 

369.000 

2,690,020 


65.000 

101,000 

250.000 

150.000 
162,150 

100.000 

100,000 

700.000 

55.000 

106.000 

100,000 

8,000 

20.000 
21,200 

30.000 

228,000 

100,000 

132,300 

2,100,000 

299,500 

250.000 

132.000 

50 . 000 

100.000 

75.000 
232,700 

50.000 


BOARD 

APPROVED 


500.000 

100.000 

30,000 

30.000 

25.000 

50.000 

200,000 

0 

0 

0 

0 

0 

0 

935,000 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 
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DEPT 

CIAC 

PROJECT/k^RKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

*»*»»**» 

YEAR  6 

60 

600 

FM 

59621 

MISC  FAC  MAINT  PROJ 

50,000 

YEAR  6 

TOTAL 

50,000 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

»***»*»* 

02 

199 

Cl 

79301 

VAR  BRANCH  LIB-ELECTRICAL  IMPROVE 

97,750 

0 

03 

199 

FM 

34301 

MAIN  LIB-EXTERIOR  SASH-PAINTING 

142,000 

0 

04 

199 

FM 

34001 

WEST  ADD  BR-WATER  SEAL  FLOOR 

3,768 

0 

05 

199 

Cl 

77801 

MAIN  LIB-SORT  RM  VENT  SYSTEM 

10,450 

0 

06 

199 

FM 

33801 

MARINA  BRANCH-HEATING  SYSTEM 

154,600 

0 

07 

199 

FM 

30401 

VAR  BRANCH  LIB-MOD  ENTRANCE  DOORS 

21,000 

0 

08 

199 

FM 

34201 

EXCELSIOR  BRANCH-REPLACE  CARPET 

25,200 

0 

09 

199 

FM 

34101 

NOE  VALLEY  BR-RAIN  GUTTER 

8,100 

0 

10 

199 

FM 

33901 

ANZA  BRANCH-WINDOW  REPAIR 

5,321 

0 

11 

199 

FM 

27601 

VAR  BRANCH  LIB  PAINT/PLASTER 

55,500 

0 

YEAR  1 

TOTAL 

523,689 

0 

BPREP  report  78^f 
RUN  DATE:  9-AUG-1988 


TIME 


8 : 15PM 


CITY  t COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

RESP  DEPT:  92  RECREATION  AND  PARK  COMMISSION 
FUND  GP/FD:  01001  GENERAL  FUND 
*»»*«»*»  YEAR  1 ******** 


01 

101 

FM 

21901 

VAR  LCX:-MISC  FAC  MAINT  PROJ 

02 

101 

FM 

55601 

ZOO-MISC  FAC  MAINT 

03 

101 

FM 

36101 

GGP  PATHHAYS 

09 

101 

FM 

28901 

REPLACE  FENCING 

05 

101 

FM 

31901 

ZOO  FENCING 

07 

101 

FM 

28601 

HALKS  PARKING  AREA-RESURFACE 

19 

107 

FM 

35001 

CIVIC  CTR  PLAZA-REHABILITATE 

06 

199 

FM 

28701 

COURT  PLAY  AREAS-RESURFACE 

11 

199 

FM 

28501 

REHAB  LIGHTING 

12 

199 

FM 

32801 

GGP-MAINT  YD-UNDERGRND  FUEL  TANK 

19 

199 

FM 

29001 

GGP-KEZAR  PAVILION-REPLACE  ROOF 

15 

199 

FM 

39801 

COIT  TOWER-ELEVATOR 

17 

199 

Cl 

83701 

ZOO-SEWERS/DRAINS 

YEAR  1 TOTAL 

********  year  2 


20 

200 

FM 

59259 

GGP-RESUR  WALKS-PATHS 

20 

200 

FM 

59291 

VAR  LOC-RESUR  COURTS 

20 

200 

FM 

59217 

VAR  LOC -MONUMENT/STATUE  REHAB 

20 

200 

FM 

59280 

GGP-KEZAR  PAV-REPLACE  FLOOR 

20 

200 

FM 

59282 

COIT  TOWER  ELEVATOR  RECONSTRUCTIO 

20 

200 

FM 

59281 

VAR  LOC-REHABILITATE  BLDGS 

20 

200 

FM 

59292 

VAR  LOC-RESUR  WALKS-PATHS 

20 

200 

FM 

69295 

MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59299 

VAR  PKS-PLYGNDS-FENCING 

20 

200 

FM 

59293 

VAR  LOC-REHAB  LIGHT  SYS 

20 

200 

FM 

59268 

ZOO-MISC  FAC  MAINT  PROJS 

20 

200 

FM 

59267 

GGP -CONCOURSE -TUNNEL  REPAIR 

20 

200 

FM 

59262 

ZOO-RESUR  WALKS  AND  ROADS 

20 

200 

FM 

59256 

PARK  PRESIDIO  BLVD-LANDSCAPE 

20 

200 

FM 

59205 

ZOO-FENCING 

20 

200 

Cl 

99221 

GGP-ELECTRICAL  IMPROVEMENTS 

20 

200 

Cl 

99299 

GGP-MCLAREN  LODGE-ELECTRICAL  SERV 

20 

200 

Cl 

99299 

VAR  LOC -SECURITY  LIGHTING 

20 

200 

Cl 

99292 

CANDLESTICK  PARK  IMPROVEMENTS 

20 

200 

Cl 

99619 

MCLAREN  PK-WATER  SYSTEM 

20 

200 

Cl 

99237 

VAR  LOC-RESTROOM  RECONSTRUCTION 

20 

200 

Cl 

99232 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

20 

200 

Cl 

99296 

ZOO-SERVICE  ENTRANCE  GATE 

20 

200 

Cl 

99297 

VAR  LOC-IRRIGATION  SYSTEM 

20 

200 

Cl 

99295 

GGP-STOW  LAKE-BOAT  SHED 

20 

200 

Cl 

99257 

ZOO-HOSPITAL  BLDG-ADDITION 

20 

200 

Cl 

99255 

GGP-ARBORETUM-REST  ROOM 
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DEPARTMENT 

REQUEST 


750.000 

100.000 

65.000 

55.000 

30.000 
106,000 
200,000 
106,000 

96.000 

275.000 
368,700 
179,320 

369.000 

2,690,020 


65.000 

101,000 

250.000 

150.000 
162,150 

100.000 

100,000 

700.000 

55.000 

106.000 

100,000 

8,000 

20.000 
21,200 

30.000 

228,000 

100,000 

132,300 

2,100,000 

299,500 

250.000 

132.000 

50.000 

100.000 

75.000 
232,700 

50.000 


BOARD 

APPROVED 


500.000 

100.000 

30,000 

30.000 

25.000 

50.000 

200,000 

0 

0 

0 

0 

0 

0 

935,000 


BPHEP  REPORT  76<*  CITY  i COUNTY  OF  SAN  f RANCISCO 

RUN  DATE:  9-AUG-198a  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

20 

200 

Cl 

99204 

ZOO-RECON  WATER-SEHER  SY8 

364,000 

20 

200 

FM 

59298 

EMBARCADERO  PLAZA-DRAINA(;E  STRIP 

109,000 

20 

200 

FM 

59351 

GGP-BAND  SHELL-RESTORATION 

507,000 

20 

200 

FM 

59299 

GGP-TENNIS  COURTS-RENOVAl ION 

366,000 

20 

200 

Cl 

99438 

GGP-TEA  GAROEN-REHAB  HOOD  BRIDLE 

68,800 

YEAR  2 TOTAL 

7,077,650 

*»«**«»»  YEAR  3 

******** 

30 

300 

FM 

59316 

VAR  LOC-RESUR  COURTS 

101,000 

30 

300 

FM 

59341 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

30 

300 

FM 

59318 

VAR  LOC-REHAB  LIGHT  SYS 

116,000 

30 

300 

FM 

59334 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

30 

300 

FM 

59332 

GGP-RESUR  WALKS-PATHS 

70,000 

30 

300 

FM 

59326 

ZOO-FENCING 

30,000 

30 

300 

FM 

59320 

MISC  FAC  MAINT  PROJ 

700,000 

30 

300 

FM 

59319 

VAR  PKS-PLYGNDS-FENCING 

55,000 

30 

300 

FM 

59317 

VAR  LOC-RESUR  WALKS-PATHS 

100,000 

30 

300 

FM 

59304 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

30 

300 

FM 

59306 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

30 

300 

FM 

59303 

ZOO-MISC  FAC  MAINT  PROJ 

100,000 

30 

300 

Cl 

99308 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250,000 

30 

300 

Cl 

99370 

VAR  LOC-SECURITY  LIGHTING 

139,500 

30 

300 

Cl 

99365 

GGP-NO  MILL  RES-RECONSTRUCT  ROOF 

30,000 

30 

300 

Cl 

99354 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

30 

300 

Cl 

99357 

ZOO-RECON  WATER-SEWER  SYS 

364,000 

30 

300 

Cl 

99311 

CANDLESTICK  PARK  IMPROVEMENTS 

1,800,000 

30 

300 

Cl 

99527 

MATHER-DINING  HALL-IMPROVEMENTS 

71,900 

30 

300 

Cl 

99335 

ZOO-MOTHERS  BLDG-RECONSTRUCTION 

1,890,000 

30 

300 

Cl 

99328 

COIT  TOWER-RECON  PARKING  AREA 

126,000 

30 

300 

Cl 

99306 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

132,000 

30 

300 

FM 

59356 

GGP-BANO  SHELL-RESTORATION 

115,000 

30 

300 

Cl 

99436 

GGP-URBAN  FORESTRY  CTR-PROG  STUDY 

62,000 

YEAR  3 TOTAL 

6,753,600 

»#**»#**  YEAR  4 

40 

400 

FM 

59413 

VAR  LOC-REHAB  LIGHT  SYS 

126,000 

40 

400 

FM 

59414 

VAR  PKS-PLYGNDS-FENCING 

55,000 

40 

400 

FM 

59412 

VAR  LOC-RESUR  WALKS-PATHS 

100,000 

40 

400 

FM 

59411 

VAR  LOC-RESUR  COURTS 

101,000 

40 

400 

FM 

59406 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

40 

400 

FM 

59415 

MISC  FAC  MAINT  PROJ 

700,000 

40 

400 

FM 

59426 

GGP-RESUR  WALKS-PATHS 

75,000 

40 

400 

FM 

59428 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

40 

400 

FM 

59420 

ZOO-FENCING 

30,000 

40 

400 

FM 

59424 

ZOO-MISC  FAC  MAINT  PROJ 

100,000 

40 

400 

FM 

59404 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

40 

400 

Cl 

99419 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

132,000 

BOARD 

APPROVED 


PAGE: 
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BPREP  report  789 

CITY  S COUhfTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG 

-1988  TIME 

: 8: 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

90 

900 

Cl 

99920 

VAR  LOC-RESTROOM  RECONSTRUCTION 

90 

900 

Cl 

99928 

VAR  LOC-IRRIGATION  SYSTEM 

90 

900 

Cl 

99923 

RANDALL  MUS-ENVIRO  CENTER 

90 

900 

Cl 

99929 

ZOO-RECON  WATER-SEWER  SYS 

90 

900 

Cl 

99253 

GGP-EQUESTRIAN  CTR-IMPROVEMENTS 

90 

900 

FM 

59939 

VAR  LOC-REHABILITATE  BUILDINGS 

YEAR  9 TOTAL 

YEAR  5 

50 

500 

FM 

59510 

VAR  LOC-RESUR  WALKS-PATHS 

SO 

500 

FM 

59512 

VAR  PKS-PLYGNDS-FENCING 

50 

500 

FM 

59518 

GGP-CONSERVATORY-RETAINING  WALL 

50 

500 

FM 

59529 

PARK  PRESIDIO  BLVD-LANDSCAPE 

50 

500 

Cl 

99503 

ZOO-RECON  WATER/SEWER  SYS 

50 

500 

Cl 

99509 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

50 

500 

Cl 

99509 

VAR  LOC-RESTROOM  RECONSTRUCTION 

-4 

50 

500 

Cl 

99518 

VAR  LOC-IRRIGATION  SYSTEM 

50 

500 

Cl 

99513 

PAL  FINE  ARTS-LIGHTING 

50 

500 

FM 

69530 

VAR  LOC-REHABILITATE  BLDGS 

50 

500 

FM 

59522 

GGP-RESUR  WALKS-PATHS 

50 

500 

FM 

59520 

ZOO-MISC  FAC  MAINT  PROJ 

50 

500 

FM 

59513 

MISC  FAC  MAINT  PROJ 

50 

500 

FM 

59511 

VAR  LOC-REHAB  LIGHT  SYS 

50 

500 

FM 

59509 

VAR  LOC-RESUR  COURTS 

,X' 

50 

500 

FM 

59608 

ZOO-FENCING 

50 

500 

FM 

59509 

ZOO-RESURFACE  WALKS/ROADS 

YEAR  5 TOTAL 

YEAR  6 

60 

600 

FM 

59611 

VAR  LOC-REHAB  LIGHT  SYS 

60 

600 

Cl 

99611 

ZOO-RECON  WATER-SEWER  SYS 

60 

600 

Cl 

99612 

VAR  LOC-RESTROOM  RECONSTRUCTION 

60 

600 

Cl 

99613 

VAR  LOC  IRRIGATION  SYSTEM 

60 

600 

FM 

59613 

MISC  FAC  MAINT  PROJ 

60 

600 

FM 

59612 

VAR  PKS-PLYGNDS-FENCING 

60 

600 

FM 

59629 

PARK  PRESIDIO  BLVD-LANDSCAPE 

— 

60 

600 

FM 

59622 

GGP-RESUR  WALKS-PATHS 

60 

600 

FM 

59630 

VAR  LOC-REHABILITATE  BLDGS 

60 

600 

FM 

69620 

ZOO-MISC  FAC  MAINT  PROJ 

60 

600 

FM 

59610 

VAR  LOC-RESUR  WALKS-PATHS 

60 

600 

FM 

69608 

ZOO-FENCING 

60 

600 

FM 

59609 

VAR  LOC-RESUR  COURTS 

60 

600 

FM 

59609 

ZOO-RESURFACE  WALKS/ROADS 

YEAR  6 TOTAL 


FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

250.000 

100.000 

399,700 

369.000 

350.000 

100.000 

3,283,900 


100,000 

55.000 

69.000 

21,200 

369.000 

100.000 

250.000 

100.000 

706,200 

100,000 

80.000 

100,000 

700.000 
156,900 

101.000 

35.000 

30.000 

3,097,800 


195.000 

322.000 

250.000 

100.000 

700.000 

55.000 

21,200 

85.000 

100.000 

100,000 

100,000 

35.000 

101,000 

30.000 


2,199,200 


BfREP  REPORT  784 

RUN  DATE:  9-AUG-1988  TIME: 


8: ISPM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE: 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

r»»»****  year  1 

******** 

08 

199 

Cl 

80301 

VAR  LOC-PROTECTIVE/SECURITY  LIGHT 

126,000 

0 

09 

199 

Cl 

70201 

VAR  REC  BLDGS-FIRE  PROTECT  SYSTEM 

140,000 

0 

10 

199 

Cl 

79701 

VAR  LOC  GAS  CONSERVATION  PROJ 

75,000 

0 

13 

199 

Cl 

80901 

PFA-SEKER  FORCE  MAIN 

27,000 

0 

16 

199 

Cl 

80501 

COIT  TOUER-EMERGENCY  POMER 

81,550 

0 

18 

199 

FM 

25201 

ZOO-MOTHERS  BLDG-REPAIRS 

652,000 

0 

YEAR  1 TOTAL 

1,101,550 

0 

FUFJD  GP/FD:  02221  OPEN  SPACE  AND  PARK  RENOVATION 


**»«»*»»*»  YEAR  I «*»**»** 


10 

100 

FM 

21301 

R/VAR  LOC-ROOFING 

160,000 

160,000 

10 

100 

Cl 

62101 

R/NO  BEACH  POOL-ADDITION 

500,000 

500,000 

10 

100 

Cl 

65701 

ADAM  ROGERS  PARK-IMPROVEMENTS 

100,000 

100,000 

10 

100 

Cl 

65801 

VAR  LOC-ACqUISITION/DEVELOPMENT 

3 

,000,000 

3,000,000 

10 

100 

Cl 

65001 

HN/BUCHANAN  MALL -RECONSTRUCT 

250,000 

250,000 

10 

100 

FM 

21801 

VAR  LOC -RESURFACE  COURTS 

75,000 

75,000 

10 

100 

FM 

20901 

WHO/VAR  LOC -COMMUNITY  GARDENS 

50,000 

50,000 

10 

100 

Cl 

63901 

R/VAR  LOC-TENNIS  CTS-LIGHTING 

100,000 

100,000 

10 

100 

FM 

22401 

ALTA  PLAZA-IRRIGATION  SYSTEM 

355,000 

355,000 

10 

100 

FM 

22201 

GLEN  CANYON-IMPROVEMENT  PLAN 

60,000 

60,000 

10 

100 

FM 

22301 

GARFIELD  FIELD  HSE-REHABILITATION 

200,000 

200,000 

10 

100 

FM 

22001 

VAR  AREAS-OPEN  SPACE  REFOREST 

160,000 

160,000 

10 

100 

FM 

22501 

PRECITA  PARK-PLAY  APPARAl US/TREES 

200,000 

200,000 

10 

100 

FM 

22601 

HAYES  VAL  PLYGRND-REHAB 

150,000 

150,000 

10 

100 

FM 

22701 

JUNIPERO  SERRA  PLYGRNO-CLUBHSE  EX 

125,000 

125,000 

10 

100 

FM 

22801 

CIVIC  CTR-REHABILITATION 

150,000 

150,000 

10 

100 

Cl 

62401 

R/WAWONA  CLUBHSE -IMPROVE 

400,000 

400,000 

10 

199 

Cl 

60101 

BAYVIEH  OPEN  SPACE  DEVELOPMENT 

100,000 

0 

YEAR  1 TOTAL 

6 

,135,000 

6,035,000 

**»***it*  YEAR  2 ******** 


Cl 


20  200 
YEAR  2 TOTAL 

FUND  GP/FD:  02222  CANDLESTICK  PARK 

********  year  1 ******** 


99201 


BAYVIEH  OPEN  SPACE  DEVELOPMENT 


100,000 

100,000 


01 

101 

FM 

20001 

MISC  FAC  MAINT  PROJ 

560,000 

560,000 

02 

102 

FM 

20901 

CANDLESTICK-ASBESTOS  SURVEY 

25,000 

25,000 

03 

103 

Cl 

61601 

CANDLESTICK  PARK  IMPROVEMENT 

3,000,000 

3,000,000 

04 

104 

FM 

21901 

STADIUM  AREA-RESTRM  REHAB 

250,000 

250,000 

36 
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CITY  & COUtTTY  OF  SAN  FRANCISCO 


PAGE: 


RUN  DATE 

: 9-AUG 

-1988  TIME 

: 8: 

15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

**^n^**** 

YEAR  1 

«*«****» 

08 

199 

Cl 

80301 

VAR  LOC-PROTECTIVE/SECURITY  LIGHT 

126,000 

0 

09 

199 

Cl 

70201 

VAR  REC  BLDGS-FIRE  PROTECT  SYSTEM 

190,000 

0 

10 

199 

Cl 

79701 

VAR  LOC  GAS  CONSERVATION  PROJ 

75,000 

0 

13 

199 

Cl 

80901 

PFA-SENER  FORCE  MAIN 

27,000 

0 

16 

199 

Cl 

80501 

COIT  TONER-EMERGENCY  POHER 

81,550 

0 

18 

199 

FM 

25201 

ZOO-MOTHERS  BLDG-REPAIRS 

652,000 

0 

YEAR  1 

TOTAL 

1 

,101,550 

0 

FUFJD  GP/FD:  02221  OPEN  SPACE  AND 

PARK  RENOVATION 

******** 

YEAR  1 

******** 

10 

100 

FM 

21301 

R/VAR  LOC-ROOFING 

160,000 

160,000 

10 

100 

Cl 

62101 

R/NO  BEACH  POOL-ADDITION 

500,000 

500,000 

10 

100 

Cl 

65701 

ADAM  ROGERS  PARK-IMPROVEMENTS 

100,000 

100,000 

10 

100 

Cl 

65801 

VAR  LOC-ACQUISITION/DEVELOPMENT 

3 

,000,000 

3,000,000 

10 

100 

Cl 

65001 

HN/BUCHANAN  MALL-RECONSTRUCT 

250,000 

250,000 

10 

100 

FM 

21801 

VAR  LOC-RESURFACE  COURTS 

75,000 

75,000 

10 

100 

FM 

20901 

WHO/VAR  LOC -COMMUNITY  GARDENS 

50,000 

50,000 

10 

100 

Cl 

63901 

R/VAR  LOC-TENNIS  CTS-LIGHTING 

100,000 

100,000 

10 

100 

FM 

22901 

ALTA  PLAZA-IRRIGATION  SYSTEM 

355,000 

355,000 

10 

100 

FM 

22201 

GLEN  CANYON-IMPROVEMENT  PLAN 

60,000 

60,000 

10 

100 

FM 

22301 

GARFIELD  FIELD  HSE-REHABILITATION 

200,000 

200,000 

10 

100 

FM 

22001 

VAR  AREAS-OPEN  SPACE  REFOREST 

160,000 

160,000 

10 

100 

FM 

22501 

PRECITA  PARK-PLAY  APPARAl US/TREES 

200,000 

200,000 

10 

100 

FM 

22601 

HAYES  VAL  PLYGRND-REHAB 

150,000 

150,000 

10 

100 

FM 

22701 

JUNIPERO  SERRA  PLYGRND-CLUBHSE  EX 

125,000 

125,000 

10 

100 

FM 

22801 

CIVIC  CTR-REHABILITATION 

150,000 

150,000 

10 

100 

Cl 

62901 

R/NAHONA  CLUBHSE -IMPROVE 

900,000 

900,000 

10 

199 

Cl 

60101 

BAYVIEH  OPEN  SPACE  DEVELOPMENT 

100,000 

0 

year  1 

TOTAL 

6 

,135,000 

6,035,000 

******** 

YEAR  2 

******** 

20 

200 

Cl 

99201 

BAYVIEW  OPEN  SPACE  DEVELOPMENT 

100,000 

YEAR  2 

TOTAL 

100,000 

FOND  GP/FD:  02222  CANDLESTICK  PARK 


****««»*  year  1 ******** 


01 

101 

FM 

20001 

MISC  FAC  MAINT  PROJ 

560,000 

560,000 

02 

102 

FM 

20901 

CANDLESTICK-ASBESTOS  SURVEY 

25,000 

25,000 

03 

103 

Cl 

61601 

CANDLESTICK  PARK  IMPROVEMENT 

3,000,000 

3,000,000 

09 

109 

FM 

21901 

STADIUM  AREA-RESTRM  REHAB 

250,000 

250,000 

36 
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BPREP  REPORT  78<+  CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 


FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

05 

105 

Cl 

60001 

INSP/MAINT  PROG 

30,000 

06 

106 

Cl 

61901 

PERIMETER  AREA-SECURITY  FENCE 

100,000 

07 

107 

FM 

20101 

PARKING  LOT  REPAVE 

130,000 

YEAR  1 

TOTAL 

9,095,000 

»*#»**** 

YEAR  2 

20 

200 

Cl 

99201 

STRUCTURAL  COMPONENTS  PROG 

30,000 

20 

200 

Cl 

99203 

CANDLESTICK  PARK  IMPROVEMENTS 

3,000,000 

20 

200 

FM 

59203 

PARKING  LOT  REPAVING 

125,000 

20 

200 

FM 

59202 

MISC  FAC  MAINT  PROJ 

560,000 

YEAR  2 

TOTAL 

3,705,000 

»««««««« 

YEAR  3 

30 

300 

Cl 

99302 

CANDLESTICK  PARK  IMPROVEMENTS 

2,750,000 

30 

300 

FM 

59302 

PARKING  LOT  REPAVING 

130,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

650,000 

YEAR  3 

TOTAL 

3,930,000 

»*»»»*** 

YEAR  9 

*»»*»»*» 

90 

900 

FM 

59902 

PARKING  LOT  REPAVING 

135,000 

90 

900 

FM 

59901 

MISC  FAC  MAINT  PROJ 

650,000 

YEAR  9 

TOTAL 

685,000 

******** 

YEAR  5 

50 

500 

FM 

59502 

PARKING  LOT  REPAVING 

190,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

550,000 

YEAR  5 

TOTAL 

690,000 

»**»»»«* 

YEAR  6 

»**«***« 

60 

600 

FM 

59602 

PARKING  LOT  REPAVING 

195,000 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

550 ,000 

695,000 

YEAR  6 

TOTAL 

FUrJD  GP/FD:  02229  MARINA 

YACHT 

HARBOR 

YEAR  1 

01 

101 

FM 

20301 

MISC  FAC  MAINT  PROJ 

100,000 

02 

102 

FM 

20901 

YACHT  HARBOR-ASBESTOS  SURVEY 

1 ,500 

03 

103 

FM 

20801 

VAR  AREAS-DREDGING 

200 ,000 

BOARD 

APPROVED 

30,000 

100,000 

130,000 

9,095,000 


100,000 

1,500 

200,000 


BPREP  REPORT  78^  CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 
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dept  CIAC 

PRIO  PRIO  CIP 


PROJECT/HORKPHASE 
NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


innnHHtjut  YEAR  1 ******** 


08 

199 

Cl 

80301 

VAR  LOC-PROTECTIVE/SECURITY  LIGHT 

126 ,000 

0 

09 

199 

Cl 

70201 

VAR  REC  BLDGS-FIRE  PROTECT  SYSTEM 

190,000 

0 

10 

199 

Cl 

79701 

VAR  LOC  GAS  CONSERVATION  PROJ 

75,000 

0 

13 

199 

Cl 

80901 

PFA-SEWER  FORCE  MAIN 

27,000 

0 

16 

199 

Cl 

80501 

COIT  TOUER-EMERGENCY  POWER 

81,550 

0 

18 

199 

FM 

25201 

ZOO-MOTHERS  BLDG-REPAIRS 

652,000 

0 

YEAR  1 

TOTAL 

1,101,550 

0 

FUFJD  GP/FD:  02221  OPEN  SPACE  AND 

PARK  RENOVATION 

******** 

YEAR  1 

******** 

10 

100 

FM 

21301 

R/VAR  LOC -ROOFING 

160,000 

160,000 

10 

100 

Cl 

62101 

R/NO  BEACH  POOL-ADDITION 

500,000 

500,000 

10 

100 

Cl 

65701 

ADAM  ROGERS  PARK-IMPROVEMENTS 

100,000 

100,000 

10 

100 

Cl 

65801 

VAR  LOC-ACQUISITION/DEVELOPMENT 

3,000,000 

3,000,000 

10 

100 

Cl 

65001 

HN/BUCHANAN  MALL-RECONSTRUCT 

250,000 

250,000 

10 

100 

FM 

21801 

VAR  LOC-RESURFACE  COURTS 

75,000 

75,000 

10 

100 

FM 

20901 

WHO/VAR  LOC -COMMUNITY  GARDENS 

50,000 

50,000 

10 

100 

Cl 

63901 

R/VAR  LOC-TENNIS  CTS-LIGHTING 

100,000 

100,000 

10 

100 

FM 

22901 

ALTA  PLAZA-IRRIGATION  SYSTEM 

355,000 

355,000 

10 

100 

FM 

22201 

GLEN  CANYON-IMPROVEMENT  PLAN 

60,000 

60,000 

10 

100 

FM 

22301 

GARFIELD  FIELD  HSE -REHABI LITATIQN 

200,000 

200,000 

10 

100 

FM 

22001 

VAR  AREAS-OPEN  SPACE  REFOREST 

160,000 

160,000 

10 

100 

FM 

22501 

PRECITA  PARK-PLAY  APPARAl US/TREES 

200,000 

200,000 

10 

100 

FM 

22601 

HAYES  VAL  PLYGRND-REHAB 

150,000 

150,000 

10 

100 

FM 

22701 

JUNIPERO  SERRA  PLYGRNO-CLUBHSE  EX 

125,000 

125,000 

10 

100 

FM 

22801 

CIVIC  CTR-REHABILITATION 

150,000 

150,000 

10 

100 

Cl 

62901 

R/WAWONA  CLUBHSE-IMPROVE 

900,000 

900,000 

10 

199 

Cl 

60101 

BAYVIEH  OPEN  SPACE  DEVELOPMENT 

100,000 

0 

YEAR  1 

TOTAL 

6,135,000 

6,035,000 

******** 

YEAR  2 

******** 

20 

200 

Cl 

99201 

BAYVIEW  OPEN  SPACE  DEVELOPMENT 

100,000 

YEAR  2 

TOTAL 

100,000 

FUND  GP/FD:  02222  CANDLESTICK  PARK 
********  YEAR  1 ******** 


01 

101 

FM 

20001 

MISC  FAC  MAINT  PROJ 

560,000 

560,000 

02 

102 

FM 

20901 

CANDLESTICK-ASBESTOS  SURVEY 

25,000 

25,000 

03 

103 

Cl 

61601 

CANDLESTICK  PARK  IMPROVEMENT 

3,000,000 

3,000,000 

09 

109 

FM 

21901 

STADIUM  AREA-RESTRM  REHAB 

250,000 

250,000 

36 


BPREP  REPORT 

789 

RUN  DATE:  9- 

AUG- 1988 

TIME:  8:15PM 

DEPT 

CIAC 

PRIO 

PRIO 

CIP 

05 

105 

Cl 

06 

106 

Cl 

07 

107 

FM 

CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PROJECT/WORKPHASE 
NO.  TITLE 

60001  INSP/MAINT  PROG 

61901  PERIMETER  AREA-SECURITY  FENCE 

20101  PARKING  LOT  REPAVE 


YEAR  1 TOTAL 


YEAR  2 


DEPARTMENT 

REQUEST 

50,000 

100,000 

150,000 

<►,095,000 


BOARD 

APPROVED 

50,000 

100,000 

150,000 

9,095,000 


PAGE : 


20 

200 

Cl 

99201 

STRUCTURAL  COMPONENTS  PROG 

20 

200 

Cl 

99203 

CANDLESTICK  PARK  IMPROVEMENTS 

20 

200 

FM 

59203 

PARKING  LOT  REPAVING 

20 

200 

FM 

59202 

MISC  FAC  MAINT  PROJ 

YEAR  2 TOTAL 

**«»**»*  YEAR  5 *«*«***« 


50,000 

5,000,000 

125.000 

550.000 

3,705,000 


30 

300 

Cl 

99302 

CANDLESTICK  PARK  IMPROVEMENTS 

2,750,000 

30 

300 

FM 

59302 

PARKING  LOT  REPAVING 

150,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

550,000 

YEAR  3 TOTAL 


3,950,000 


YEAR  9 

90 

900 

FM 

59902 

PARKING  LOT  REPAVING 

155,000 

90 

900 

FM 

59901 

MISC  FAC  MAINT  PROJ 

550,000 

YEAR  9 

TOTAL 

685,000 

YEAR  5 

*»«***»» 

50 

500 

FM 

59502 

PARKING  LOT  REPAVING 

190,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

550,000 

YEAR  5 

TOTAL 

690,000 

YEAR  6 


60 

600 

FM 

59602 

PARKING  LOT  REPAVING 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

YEAR  6 TOTAL 

FUrJD  GP/FD:  02229  MARINA 

YACHT 

HARBOR 

year  1 

01 

101 

FM 

20301 

MISC  FAC  MAINT  PROJ 

02 

102 

FM 

20901 

YACHT  HARBOR-ASBESTOS  SURVEY 

03 

103 

FM 

20801 

VAR  AREAS-DREDGING 

195.000 

550.000 

695.000 


100,000  100,000 

1,500  1,500 

200,000  200,000 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

04 

104 

FM 

20701 

BREAKWATER  REPAIR 

50,000 

50,000 

05 

105 

FM 

20101 

REPLACE  BERTHS 

300,000 

300,000 

YEAR  1 TOTAL 

651,500 

651,500 

*«***»*»  YEAR  2 

20 

200 

FM 

59203 

REPLACE  BERTHS 

375,000 

20 

200 

Cl 

99202 

YACHT  HARBOR-MASTER  PLAN  IMPLEMEN 

50,000 

20 

200 

FM 

59204 

EAST  HARBOR  ENT-REPAIR  BREAKWATER 

408,000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  2 TOTAL 

. 

933,000 

*»***««*  YEAR  5 

M M M M N 

30 

300 

Cl 

99302 

YACHT  HARBOR-MASTER  PLAN  IMPLEMEN 

50,000 

30 

300 

FM 

59302 

REPLACE  BERTHS 

700,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  3 TOTAL 

850,000 

«»*»***it  YEAR  4 

40 

400 

FM 

59402 

REPLACE  BERTHS 

180,000 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  4 TOTAL 

280,000 

YEAR  5 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 TOTAL 

100,000 

**n*tnnnt  year  6 

»*#**»»« 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 TOTAL 

100,000 

FUND  GP/FD:  02229  SPECIAL 

REC.S 

PARK  REVENUE 

FUND 

YEAR  1 

01 

101 

FM 

20201 

MATHER-MISC  FAC  MAINT  PROJ 

110,000 

110,000 

02 

102 

FM 

21301 

VAR  FAC -MISC  FAC  MAINT 

50,000 

50,000 

03 

103 

FM 

21201 

GOLF-MISC  FAC  MAINT  PROJ 

100,000 

100,000 

04 

104 

FM 

21701 

VAR  GOLF  COURSES-FENCING 

50,000 

50,000 

05 

105 

Cl 

60501 

MATHER-WATER  SUPPLY  IMPROVE 

27,000 

27,000 

06 

106 

FM 

20801 

VARIOUS  BLDGS-ASBESTOS  SURVEY 

42,500 

42,500 

BPREP  REPORT  784  CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

07 

107 

FM 

21801 

MATHER-HOUSING  REHABILITATION 

150,000 

08 

108 

FM 

21901 

HARDING  PARK-CLUBHSE  REHAB 

110,000 

09 

109 

FM 

22001 

LINCOLN  PARK-IRRIGATION  SYSTEM 

10,000 

YEAR  1 

TOTAL 

649,500 

»»►#****» 

YEAR  2 

20 

200 

FM 

59209 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

20 

200 

FM 

59210 

VAR  FAC-MISC  FAC  MAINT 

50,000 

20 

200 

Cl 

99201 

VAR  GOLF  COURSES-STORAGE  FAC 

136,700 

20 

200 

Cl 

99203 

CAMP  MATHER  TEEN  CTR-CONGTRUCT 

40,000 

20 

200 

FM 

59211 

UNION  SQUARE -RENOVATION  PROGRAM 

2 

,000,000 

20 

200 

FM 

59208 

MATHER-MISC  FAC  MAINT 

100,000 

YEAR  2 

TOTAL 

2 

,426,700 

YEAR  3 

**»**»»* 

30 

300 

FM 

59306 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

30 

300 

FM 

59307 

VAR  FAC-MISC  FAC  MAINT 

50,000 

30 

300 

Cl 

99301 

VAR  GOLF  COURSES-STORAGE  FAC 

116,800 

30 

300 

FM 

59304 

MATHER-MISC  FAC  MAINT 

100,000 

YEAR  3 

TOTAL 

366,800 

»****»»» 

YEAR  4 

MMHMNMMM 

40 

400 

FM 

59403 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

40 

400 

FM 

59404 

VAR  FAC-MISC  FAC  MAINT 

50,000 

40 

400 

Cl 

99401 

VAR  GOLF  COURSES-STORAGE  FAC 

156,200 

40 

400 

FM 

59402 

MATHER-MISC  FAC  MAINT 

100,000 

YEAR  4 

TOTAL 

406,200 

YEAR  5 

50 

500 

FM 

59503 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

50 

500 

FM 

59504 

VAR  FAC-MISC  FAC  MAINT 

50,000 

50 

500 

FM 

59502 

MATHER-MISC  FAC  MAINT 

100,000 

YEAR  5 

TOTAL 

250,000 

***1HHHk* 

YEAR  6 

60 

600 

FM 

59603 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

60 

600 

FM 

59604 

VAR  FAC-MISC  FAC  MAINT 

50,000 

60 

600 

FM 

59602 

MATHER-MISC  FAC  MAINT 

100,000 

YEAR  6 TOTAL 


250,000 


BOARD 

APPROVED 

150.000 

110.000 
10,000 

649,500 
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DtPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  45  SOCIAL  SERVICES 
FUND  GP/FD:  01001  GENERAL  FUND 
*»*»»»»♦*  YEAR  1 iHH****** 


02  199 

FM 

37501 

150  OTIS-FLOORING 

324,000 

YEAR  1 TOTAL 

324,000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
**»»*«»»  YEAR  1 


01 

199 

Cl 

76701 

150 

OTIS-PUBLIC  ADDRESS  SYSTEM 

31,500 

03 

199 

Cl 

70501 

150 

OTIS-9TH  FL-OFF  IMPROVE 

256,000 

04 

199 

Cl 

70401 

150 

0TIS-8TH  FL-LIGHT  FIXTURES 

48,500 

05 

199 

Cl 

72801 

150 

OTIS-WATER  SUPPLY  SYSTEM 

197,200 

06 

199 

Cl 

70601 

150 

0TIS-4TH  FL-PIGEON  GUARDS 

10,080 

YEAR  1 TOTAL  543,280 


0 

0 

0 

0 

0 

0 

0 

0 


BPREP  REPORT  784 
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CITY  & COCfTTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT  CIAC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


RESP  DEPT:  46  WAR  MEMORIAL 


FUT4D  GP/FD:  02305  WAR  MEMORIAL  SPECIAL  FUND 


*«»*«*«»  YEAR  1 

01 

101 

FM 

52301 

MISC  FAC  MAINT  PROJ 

14 

102 

FM 

20401 

OH/VETS  BLDG-ASBESTOS  SURVEY 

02 

103 

Cl 

63301 

OPERA  HSE/VETS  BLDG-WATER  PIPING 

03 

104 

FM 

23301 

OH-VETS  BLDG-PIPE  INSULATION 

04 

105 

Cl 

64201 

OH-VETS  BLDG-FIRE  SPRINKLER  SYS 

05 

106 

Cl 

64001 

OH/VETS  BLDG-FIRE  ALARM  SYSTEM 

06 

107 

FM 

20301 

OH-ELECT  DISCONNECT  SWITCH 

07 

108 

Cl 

63501 

HERBST-DIMMER  SYSTEM 

08 

109 

Cl 

61001 

VETS  BLDG-HERBST-SOUNDPROOF 

09 

110 

Cl 

60101 

DAVIES/OPERA-FRONT  HSE  POWER 

10 

111 

FM 

20201 

DAVIES-BOX  OFF-VENTILATION 

11 

112 

FM 

23201 

OH -FANS/MOTORS 

12 

113 

FM 

20001 

OH-BASE  AREA-LIGHT  FIXTURES 

13 

114 

FM 

23401 

OH-VETS  BLDG-ORNAMENTAL  LIGHT  FIX 

YEAR  1 TOTAL 

»#*»«**»  YEAR  2 

******** 

20 

200 

Cl 

99208 

OPERA  HSE  ADD-HOT  WATER  SUPPLY 

20 

200 

Cl 

99207 

OPERA  HSE-HANDICAPPED  ACCESS 

20 

200 

FM 

59207 

MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59208 

OPERA  HSE/VETS  BLDG-PIPE  INSULATE 

20 

200 

FM 

59209 

DAVIES  HALL-LOBBY-REPLACE  CARPET 

20 

200 

Cl 

99203 

OH/VETS  BLDG-FIRE  SPRINKLER  SYS 

20 

200 

Cl 

99206 

MEMORIAL  CT-HANDICAPPED  ACCESS 

20 

200 

FM 

59206 

OPERA  HSE-VAR  AREAS-REPLACE  CARPE 

20 

200 

FM 

59212 

OP  HSE/VETS  BLDG-SEISMIC  SURVEY 

20 

200 

FM 

59213 

OH-ORCH  PIT-AIR  COND  SYSTEM 

20 

200 

FM 

69211 

OH-STAIRWAYS-EXTEND  HANDRAILS 

YEAR  2 TOTAL 

»#*»»»*»  YEAR  3 

30 

300 

Cl 

99301 

OPERA  HSE-HANDICAPPED  ACCESS 

30 

300 

FM 

59308 

MISC  FAC  MAINT  PROJ 

YEAR  3 TOTAL 

year  4 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

YEAR  4 TOTAL 


PAGE : 41 


DEPARTMENT 

REQUEST 


320.000 

30.000 

877.700 
358,500 

115.700 

118.000 

210,000 

34,800 

90.000 

60.000 

16,000 

45.000 
5,675 

15.000 

2,296,375 


36,000 

50,400 

300.000 
358,500 

150.000 

115,700 

195.000 

123.000 

150.000 

143.000 

100.000 

1,721,600 


122,800 

300,000 

422,800 


BOARD 

APPROVED 


320.000 

30.000 
55,400 

57.000 
115,700 

118.000 
0 

34,800 

90.000 
0 

6,500 

45.000 
0 
0 

872,400 


300,000 


300,000 


BPREP  REPORT  78^ 

RUN  DATE:  9-AUG-1988 


TIME: 


8:15PM 


CITY  a,  COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE : 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

******** 

YEAR  5 

******** 

50 

500 

FM 

59502 

OPERA  HSE/VETS 

BLDG-PIPE  INSULATE 

95,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT 

PROJ 

200,000 

YEAR  5 

TOTAL 

395,000 

******** 

YEAR  6 

******** 

60 

600 

FM 

59601 

MISC  FAC  MAINT 

PROJ 

300,000 

YEAR  6 

TOTAL 

300,000 

BPREP  REPORT  76^ 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


RESP  DEPT:  47  HATER  DEPARTMENT 


DEPARTMENT 

REQUEST 


BOARD 

APPROVED 


PAGE: 


FUND  GP/FD:  32001  HATER  DEPT  OPERATING  FUND 
YEAR  1 »*»*»»»« 


01 

101 

Cl 

66301 

02 

102 

Cl 

66001 

03 

103 

Cl 

60601 

04 

104 

Cl 

60201 

05 

105 

Cl 

60101 

06 

106 

Cl 

60301 

07 

107 

Cl 

60801 

08 

108 

Cl 

60901 

09 

109 

Cl 

66101 

10 

110 

Cl 

66201 

11 

111 

FM 

27901 

12 

112 

FM 

28001 

13 

113 

Cl 

66601 

14 

114 

Cl 

60501 

15 

115 

Cl 

60701 

16 

116 

Cl 

69101 

17 

117 

Cl 

71001 

18 

118 

Cl 

77601 

19 

119 

Cl 

76501 

20 

120 

Cl 

76601 

21 

121 

FM 

29601 

22 

122 

Cl 

76701 

23 

123 

Cl 

69001 

24 

124 

Cl 

76801 

25 

125 

Cl 

76901 

26 

126 

Cl 

77001 

27 

127 

Cl 

77101 

28 

128 

Cl 

77201 

29 

129 

FM 

29701 

30 

130 

Cl 

77301 

31 

131 

Cl 

77401 

32 

132 

Cl 

77501 

REPLACE  HATER  MAINS 
RENEH  HATER  SERVICES 
CONSTRUCT  FEEDER  MAINS 
NEH  SERVICES  AND  METERS 
NEH  HATER  MAINS 
INSTALL  GATE  VALVES 
INSTALL  DRAIN  AND  AIR  VALVES 
CONSTRUCT/RESTORE  FENCES 
RELOCATE/REALIGN  HATER  MAINS 
RELOCATE/REALIGN  HATER  SERVICES 
BUILDING  MAINTENANCE  i REPAIR 
MAINTAIN  ELECTRICAL  FACILITIES 
GRADE-RESURFACE  ROADS 
DEFINE  R/H  8,  PROP  LINES 
HATERSHED  LAND-EROSION  CONTROL 
REPLACE  CUSTOMER  METER 
MLBR  HHSE  8,  SHOP  REPL 
VARIOUS  BLDGS--ASBESTOS  SURVEY 
RADIO  SYSTEM-MODIFY 
CITY  DIS  DIV-MACH  SHOP  UPGRADE 
LA  GRANDE/FOREST  HILL-TANK  REHAB 
SUNOL  HTP  EMERG  PHR-MAIN  BREAKER 
NILES-IRVINGTON  PL  REHAB 
COLLEGE  HILL  RES-PRES  REDUCE  VAL 
425  MASON-REPLACE  FREIGHT  ELEVATO 
SAN  ANT  PLB1P  STA-EMERG  GENERATOR 
SUNOL  HTP-CHEMICAL  CONTAINMENT 
CALAVERAS  FACILITY  STUDY 
SUBURAN  PIPELINES-INSPECTION 
SUBURAN  RES-HYDROGRAPHIC  SURVEY 
BALBOA/FRANCISCO  RES-STUDY 
PILARCITOS-HALKWAY/SLIDE  GATE 


8,200,000 

3.400.000 

850.000 

2.420.000 

200.000 

150.000 
80,000 

5,000 

170.000 

170.000 

435.000 

25.000 

40.000 

340.000 

55.000 

120.000 

1.964.000 

45.000 

85.000 

214.000 

120.000 

92.000 

61.000 

50.000 

109.000 

76.000 

286.000 
161,000 

237.000 

70.000 

200.000 
175,000 


6,200,000 

2.400.000 

850.000 

2.420.000 

200.000 

150.000 
80,000 

5,000 

170.000 

170.000 

435.000 

25.000 

40.000 

340.000 

55.000 

120.000 

1.964.000 

45.000 

85.000 

214.000 

120.000 

92.000 

61.000 

50.000 

109.000 

76.000 

286.000 
161,000 

237.000 

70.000 

200.000 
175,000 


YEAR  1 TOTAL 


20,605,000 


17,605,000 


«!»»»»*»»  YEAR  2 


20 

200 

Cl 

99203 

INSTALL  GATE  VALVES 

20 

200 

Cl 

99205 

DEFINE  R/H  AND  PROP  LINES 

20 

200 

Cl 

99206 

HATER  FEEDER  MAINS 

20 

200 

Cl 

99209 

CONSTRUCT  FENCES 

20 

200 

Cl 

99219 

REPLACE  HATER  MAINS 

20 

200 

Cl 

99220 

RENEH  HATER  SERVICES 

20 

200 

Cl 

99221 

RELOCATE/REALIGN  HATER  MAINS 

20 

200 

Cl 

99222 

RELOCATE/REALIGN  HATER  SERVICES 

165.000 

360.000 

900.000 
5,000 

8,600,000 

3,500,000 

180.000 
180,000 


43 


BPREP  REPORT  784  CITY  S COLWTY  OF  SAN  t RANCILCO  PAGE: 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

20 

200 

Cl 

99223 

VAR  ROADS-GRADE  AND  RESURFACE 

40,000 

20 

200 

Cl 

99225 

CUSTOMER  METER  REPLACEMEfJT 

125,000 

20 

200 

Cl 

99228 

CRY  SPR  P/L  NO  1-REPLACE  SECTION 

3,500,000 

20 

200 

Cl 

99234 

STONE  DAM-REPLACE  FLUME 

246,650 

20 

200 

Cl 

99244 

MILLBRAE  HAREHSE/SHOP-RERLACE 

289,000 

20 

200 

Cl 

99246 

RECONSTRUCT  DRAIN/AIR  VALVES 

85,000 

20 

200 

Cl 

99204 

PIPELINES-CATHODIC  PROTECTION 

300,000 

20 

200 

FM 

59210 

ELECTRICAL  MAINTENANCE 

25,000 

20 

200 

Cl 

99201 

WATER  MAIN  EXTENSIONS 

210,000 

20 

200 

Cl 

99202 

NEW  SERVICES  METERS 

2,620,000 

20 

200 

FM 

59419 

425  MASON-EXTERIOR  CLEAN/PAINT 

159,000 

20 

200 

Cl 

99334 

SUBURBAN  MICROWAVE  COMM  SYSTEM 

100,000 

20 

200 

Ftt 

59208 

VAR  LOC-BLDG  REPAIR 

290,000 

20 

200 

Cl 

99259 

SUNOL  WTP-REPLACE  CHEMICAL  FEEDER 

44,000 

20 

200 

Cl 

99264 

CITY  DIST  DIV-MACH  SHOP  UPGRADE 

377,000 

20 

200 

Cl 

99258 

CRY  SPR  P/L  NO  1-BRISBANE  SECTION 

648,000 

20 

200 

Cl 

99265 

CALAVERAS  FACILITIES  STUDY 

88,000 

20 

200 

Cl 

99260 

SUNOL  WTP-SLUDGE  DISPOSAL 

18,000 

20 

200 

Cl 

99261 

CALAVERAS  AERATOR  BASIN-AUTO  CUNT 

93,000 

20 

200 

Cl 

99263 

WATERSHED  LAND-EROSION  CONTROL 

55,000 

20 

200 

Cl 

99262 

NORTH  AIRPORT  P/L-REPLACE 

263,000 

YEAR  2 TOTAL 

23,465,650 

»****-»**  YEAR  5 

30 

300 

Cl 

99305 

DEFINE  R/W  AND  PROP  LINES 

380,000 

30 

300 

Cl 

99339 

ROCK  RIVER  PLT-GRIT  HANDLING 

79,000 

30 

300 

Cl 

99306 

WATER  FEEDER  MAINS 

950,000 

30 

300 

Cl 

99309 

CONSTRUCT  FENCES 

5,000 

30 

300 

FM 

59311 

ELECTRICAL  MAINTENANCE 

30,000 

30 

300 

Cl 

99317 

REPLACE  WATER  MAINS 

9,000,000 

30 

300 

Cl 

99318 

RENEW  WATER  SERVICES 

3,650,000 

30 

300 

Cl 

99251 

BDPL  1/2-SEISMIC  PROTECTION 

1,566,000 

30 

300 

Cl 

99322 

RELOCATE/REALIGN  WATER  MAINS 

190,000 

30 

300 

Cl 

99323 

RELOCATE/REALIGN  WATER  SERVICES 

190,000 

30 

300 

Cl 

99324 

VAR  ROADS-GRADE  AND  RESURFACE 

45,000 

30 

300 

Cl 

99326 

CUSTOMER  METER  REPLACEMENT 

130,000 

30 

300 

Cl 

99330 

MILLBRAE  WAREHSE/SHOP-REPLACE 

2,132,000 

30 

300 

Cl 

99329 

RECONSTRUCT  DRAIN/AIR  VALVES 

90,000 

30 

300 

Cl 

99252 

SUTRO  RES-MODIFY  PIPING 

400,000 

30 

300 

Cl 

99254 

MILLBRAE  OFF  BLDG-MODIFICATIONS 

200,000 

30 

300 

Cl 

99436 

CDD  YARD-REPLACE  UNDERGROUND  TANK 

302,000 

30 

300 

Cl 

99301 

WATER  MAIN  EXTENSIONS 

222,000 

30 

300 

Cl 

99302 

NEW  SERVICES  METERS 

2,820,000 

30 

300 

Cl 

99303 

INSTALL  GATE  VALVES 

180,000 

30 

300 

FM 

59309 

VAR  LOC-BLDG  REPAIR 

305,000 

30 

300 

FM 

59322 

LAKE  MERCED  PUMP  STA-PAirJTING 

42,000 

30 

300 

FM 

59320 

BDPL  1/2-REHAB  EXPANSION  JOINTS 

35,000 

30 

300 

Cl 

99350 

EIGHT  HYDRO  STA-PORT  GENERATORS 

120,000 

30 

300 

Cl 

99348 

SUNOL  WTP  PONDS-AUTO  CLEANING 

210,000 

BOARD 

APPROVED 
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BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

30 

300 

Cl 

99346 

CALAVERAS  RES-NEEDLE  VALVE 

30 

300 

Cl 

99352 

CITY  DIST  DIV-MACH  SHOP  URGRADE 

30 

300 

Cl 

99344 

SAN  ANT  PUMP  STA-ACOUSTIC  TREAT 

30 

300 

Cl 

99351 

WATERSHED  LAND-EROSION  CONTROL 

30 

300 

Cl 

99342 

TESLA  PORTAL-SODIUM  HYPERCHLORIDE 

30 

300 

Cl 

99341 

SAN  ANT  RES-RAISE  SPILLWAY  WEIR 

30 

300 

Cl 

99343 

TESLA  PORTAL-CHLORINE  INJECT  PUMP 

30 

300 

Cl 

99345 

SUNOL  WTP-MOD  WASTE  WATER  DRAIN 

30 

300 

Cl 

99347 

TESLA  PORTAL-BYPASS  STRAINERS 

30 

300 

Cl 

99349 

CDD  ADMIN  BLDG-ADD  SECOND  FLOOR 

30 

300 

FM 

59321 

MCLAREN  PARK  TANK-PAINT  EXTERIOR 

30 

300 

Cl 

99340 

CRY  SPR  P/L  NO  1-REPLACE  SECTIONS 

YEAR  3 TOTAL 

YEAR  4 

40 

400 

Cl 

99404 

PIPELINES-CATHODIC  PROTECTION 

40 

400 

Cl 

99405 

DEFINE  R/W  AND  PROP  LINES 

40 

400 

Cl 

99406 

WATER  FEEDER  MAINS 

40 

400 

Cl 

99412 

REPLACE  WATER  MAINS 

40 

400 

Cl 

99413 

RENEW  WATER  SERVICES 

40 

400 

Cl 

99415 

RELOCATE/REALIGN  WATER  SERVICES 

40 

400 

Cl 

99416 

VAR  ROADS-GRADE  AND  RESURFACE 

40 

400 

Cl 

99418 

CUSTOMER  METER  REPLACEMENT 

40 

400 

Cl 

99425 

RELOCATE/REALIGN  WATER  MAINS 

40 

400 

Cl 

99426 

RECONSTRUCT  DRAIN/AIR  VALVES 

40 

400 

Cl 

99414 

CONSTRUCT  FENCES 

40 

400 

Cl 

99431 

MILLBRAE  OFFICE  BLDG. -REMODEL 

40 

400 

Cl 

99321 

BDPL  1/2-SEISMIC  BRACING 

40 

400 

Cl 

99331 

SUNOL  GUEST  HSE-REPAIR  FOUNDATION 

40 

400 

Cl 

99332 

SUNOL  YARD-GRADE/PAVE 

40 

400 

FM 

59410 

ELECTRICAL  MAINTENANCE 

40 

400 

Cl 

99338 

SUNOL  TREAT  PLT-AIR  HAND  MOD 

40 

400 

Cl 

99401 

WATER  MAIN  EXTENSIONS 

40 

400 

Cl 

99402 

NEW  SERVICES  METERS 

40 

400 

Cl 

99403 

INSTALL  GATE  VALVES 

40 

400 

Cl 

99312 

SUNOL  AUTO  SHOP-REPLACEMENT 

40 

400 

FM 

59408 

VAR  LOC-BLDG  REPAIR 

40 

400 

Cl 

99439 

SAN  ANT  RES-RAISE  SPILLWAY  WEIR 

40 

400 

Cl 

99445 

WATERSHED  LAND-EROSION  CONTROL 

40 

400 

Cl 

99443 

ROCK  RIVER  PLANT-DUST  COLLECT  SYS 

40 

400 

Cl 

99444 

ROCK  RIVER  PLANT-LIME  STORAGE 

40 

400 

FM 

59421 

BDPL  i/2-REHAB  EXPANSION  JOINTS 

40 

400 

Cl 

99446 

CITY  DIST  DIV-MACH  SHOP  UPGRADE 

40 

400 

Cl 

99441 

CRY  SPR  P/L  NO  2-VENTURI  METER 

40 

400 

Cl 

99440 

ALAMEDA  SYPHON-CONTROL  VALVES 

40 

400 

Cl 

99442 

ROCK  RIVER  PT-PIPING/SECOND  TANK 

DEPARTMENT  BOARD 

REQUEST  APPROVED 

700.000 

379.000 

123.000 

60,000 

355.000 

100.000 

18,000 

429.000 

13.000 

10.000 

135.000 
3,000,000 

28,595,000 


100,000 

405.000 

1,000,000 

9.400.000 

3.750.000 

200.000 

45.000 

135.000 

200.000 

95.000 

5,000 

1.084.000 

1.565.000 

36.000 

30.000 

30.000 

138.000 

230.000 

3.020.000 

195.000 

234.000 

320.000 

3.400.000 

60.000 

70.000 

53.000 

35.000 

250.000 

370.000 

525.000 

228.000 


PAGE: 
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YEAR  4 TOTAL 


27,208,000 


BPREP  REPORT  78^ 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  A COUrfTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE: 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

YEAR  5 

******** 

50 

500 

Cl 

99516 

CONSTRUCT  FENCES 

5,000 

50 

500 

Cl 

99517 

RELOCATE/REALIGN  WATER  SI RVICES 

210,000 

50 

500 

Cl 

99518 

VAR  ROADS-GRADE  AND  RESURFACE 

50,000 

50 

500 

Cl 

99520 

CUSTOMER  METER  REPLACEMEfJT 

190,000 

50 

500 

Cl 

99521 

RELOCATE/REALIGN  WATER  MAINS 

210,000 

50 

500 

Cl 

99522 

RECONSTRUCT  DRAIN/AIR  VALVES 

100,000 

50 

500 

Cl 

99938 

SUNOL  YARD-GRADE/PAVE 

75,000 

50 

500 

Cl 

99529 

BAY  DIV  P/L-HAY  FAULT-MOVE  BRACE 

250,000 

50 

500 

Cl 

99501 

WATER  MAIN  EXTENSIOr>IS 

290,000 

50 

500 

Cl 

99502 

NEW  SERVICES  METERS 

3,220,000 

50 

500 

Cl. 

99503 

INSTALL  GATE  VALVES 

210,000 

50 

500 

Cl 

99509 

PIPELINES-CATHODIC  PROTECTION 

100,000 

50 

500 

Cl 

99505 

DEFINE  R/W  AND  PROP  LINES 

930,000 

50 

500 

Cl 

99506 

WATER  FEEDER  MAINS 

1,050,000 

50 

500 

Cl 

99519 

REPLACE  WATER  MAINS 

9,800,000 

50 

500 

Cl 

99515 

RENEW  WATER  SERVICES 

3,900,000 

50 

500 

Cl 

99256 

IRVINGTON  COT-REPAIR  FOUNDATION 

130,000 

50 

500 

Cl 

99927 

SUNOL  AUTO  SHOP-REPLACEMLNT 

956,000 

50 

500 

Cl 

99337 

IRVINGTON  PORTAL-CHEM  MOtJITOR 

72,000 

50 

500 

Cl 

99937 

SUNOL  GUEST  HSE-REPAIR  FOUNDATION 

53,000 

50 

500 

FM 

59511 

ELECTRICAL  MAINTENANCE 

30,000 

50 

500 

FM 

59509 

VAR  LOC-BLDG  REPAIR 

330,000 

50 

500 

Cl 

99529 

WATERSHED  LAND-EROSION  CCjNTROL 

65,000 

50 

500 

Cl 

99525 

CLARENDON/LAGUNA  HONDA-PUMP  STA 

1,650,000 

50 

500 

Cl 

99526 

RAVENSWOOD  VAL  HSE -CAISSON  REPAIR 

875,000 

YEAR  5 TOTAL 

29,151,000 

********  year  6 

******** 

60 

600 

FM 

59610 

ELECTRICAL  MAINTENANCE 

30,000 

60 

600 

Cl 

99932 

CENTRAL  PUMP  STA-INSTALL  PUMPS 

1,200,000 

60 

600 

Cl 

99523 

SUNOL  AUTO  SHOP-REPLACE 

3,000,000 

60 

600 

Cl 

99601 

WATER  MAIN  EXTENSIONS 

250,000 

60 

600 

Cl 

99602 

NEW  SERVICES  METERS 

3,920,000 

60 

600 

Cl 

99603 

INSTALL  GATE  VALVES 

225,000 

60 

600 

Cl 

99605 

DEFINE  R/W  AND  PROP  LINES 

955,000 

60 

600 

Cl 

99606 

WATER  FEEDER  MAINS 

1,100,000 

60 

600 

Cl 

99613 

RELOCATE/REALIGN  WATER  MAINS 

220,000 

60 

600 

Cl 

99619 

RELOCATE/REALIGN  WATER  SERVICES 

220,000 

60 

600 

Cl 

99615 

VAR  ROADS-GRADE  AND  RESURFACE 

55,000 

60 

600 

Cl 

99617 

CUSTOMER  METER  REPLACEMENT 

155,000 

60 

600 

Cl 

99622 

REPLACE  WATER  MAINS 

10,200,000 

60 

600 

Cl 

99623 

RENEW  WATER  SERVICES 

9,000,000 

60 

600 

Cl 

99629 

CONSTRUCT  FENCES 

5,000 

60 

600 

Cl 

99625 

RECONSTRUCT  DRAIN/AIR  VALVES 

105,000 

60 

600 

Cl 

99627 

VAR  RES-FIRE  EQUIPMENT  ACCESS 

23,000 

60 

600 

Cl 

99628 

VAR  RES  AREAS-FIRE  PROT  REQUIRE 

59,000 

60 

600 

FM 

59608 

VAR  LOC-BLDG  REPAIR 

390,000 

BOARD 

APPROVED 
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BPREP  report  784  CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

Cl 

99631 

WATERSHED  LAND-EROSION  CONTROL 

60 

600 

Cl 

99629 

BADEN/MERCEO  P/L-ARATA  GUL-RELOC 

60 

600 

Cl 

99630 

CANADA  ROAD-FIRE  PROTECTION 

YEAR  6 TOTAL 


PAGE : 47 


DEPARTMENT  BOARD 

REQUEST  APPROVED 

70,000 

265.000 

672.000 

26,067,000 
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BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  a COUt^Y  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  bO  ACADEMY  OF  SCIENCES 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


»****»»»  YEAR  1 ***«*»»» 


01 

101 

FM 

20901 

MISC  FAC  MAINT  PROJ 

125,000 

110,000 

05 

199 

FM 

29101 

AQUARIUM-FISH  ROUNDABOUT -RENOVATE 

906,000 

0 

09 

199 

Cl 

66601 

VAR  LOC-REPLACE  ROOFS 

250,000 

0 

YEAR  1 

TOTAL 

781,000 

110,000 

YEAR  2 

MKMMNMJIH 

. 

20 

200 

FM 

59210 

MISC  FAC  MAINT  PROJ 

100,000 

20 

200 

Cl 

99239 

VAR  BLDGS-RECONSTRUCT  ROOFS 

300,000 

20 

200 

FM 

59369 

VAR  BLDGS-FACADE  RESTORATION 

172,000 

YEAR  2 

TOTAL 

572,000 

M M M M 

YEAR  3 

MMKNMXKK 

50 

300 

FM 

59305 

MISC  FAC  MAINT  PROJ 

100,000 

30 

300 

Cl 

99496 

VAR  BLDGS-RECONSTRUCT  ROOFS 

350,000 

YEAR  3 

TOTAL 

950,000 

**,»**«*» 

YEAR  9 

90 

900 

FM 

59903 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  9 

TOTAL 

100,000 

**•»»***« 

YEAR  5 

50 

500 

FM 

59503 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 

TOTAL 

100,000 

***•#»**# 

YEAR  6 

****«»»* 

60 

600 

FM 

59603 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 

TOTAL 

100,000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


nikumm**  YEAR  1 


02  103  FM  26501  AQUARIUM-CEILING  REPAIR 

05  199  FM  22501  NO  AMERICAN  HALL-EXTERIOR  RESTOR 


189,000  189,000 

90,000  0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  60  ACADEMY  OF 

SCIENCES 

FUND  GP/FD:  01001  GENERAL 

Furjo 

****«»««  YEAR  1 

++++++*«»«* 

01 

101 

FM 

20901 

MISC  FAC  MAINT  PROJ 

125,000 

110,000 

05 

199 

FM 

29101 

AQUARIUM-FISH  ROUNDABOUT -RENOVATE 

906,000 

0 

09 

199 

Cl 

66601 

VAR  LOC-REPLACE  ROOFS 

250,000 

0 

YEAR  1 TOTAL 

781,000 

110,000 

year  2 

+HHHHHH+* 

20 

200 

FM 

59210 

MISC  FAC  MAINT  PROJ 

100,000 

20 

200 

Cl 

99239 

VAR  BLDGS-RECONSTRUCT  ROOFS 

300,000 

20 

200 

FM 

59369 

VAR  BLOGS-FACAOE  RESTORATION 

172,000 

YEAR  2 TOTAL 

572,000 

++++***«*»+  YEAR  5 

50 

300 

FM 

59305 

MISC  FAC  MAINT  PROJ 

100,000 

30 

300 

Cl 

99996 

VAR  BLDGS-RECONSTRUCT  ROOFS 

350,000 

YEAR  3 TOTAL 

950,000 

**#*++**»  YEAR  9 

*«++++»++** 

90 

900 

FM 

59903 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  9 TOTAL 

100,000 

++*++++***++  YEAR  5 

50 

500 

FM 

59503 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 TOTAL 

100,000 

YEAR  6 

»+(++««++«« 

60 

600 

FM 

59603 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 TOTAL 

100,000 

FUND  GP/FD:  01005  GENERAL 

FUND-PROJCT 

YEAR  1 

02 

103 

FM 

26501 

AQUARIUM-CEILING  REPAIR 

189,000 

169,000 

05 

199 

FM 

22301 

NO  AMERICAN  HALL-EXTERIOR  RESTOR 

90,000 

0 

BPREP  REPORT  784 
RUN  DATE:  9-AUG-1988 


DEPT  CIAC 

PRIO  PRIO 
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PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

YEAR  1 TOTAL 


229,000 


189,000 


BPREP  REPORT  784  CITY  & COUNTY  OF  SAN  FRANCIl>CO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

REGP  DEPT:  6l  FINE  ARTS  MUSEUMS 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

101 

FM 

21401 

MISC  FAC  MAINT  PROJ 

YEAR  1 

TOTAL 

YEAR  2 

«««**«** 

20 

200 

FM 

59272 

LOH-TEST  STEAM  LINES 

20 

200 

FM 

59225 

LOH-RENOVATE  FCXJNTAIN 

20 

200 

FM 

59223 

LOH-REPLACE  WATER  PIPES 

20 

200 

FM 

59323 

LOH-VAR  OFFICES-MODIFY  VENT  SYS 

20 

200 

FM 

59283 

DE  YOUNG  TEMP  GALLERY-FLOOR 

20 

200 

FM 

59218 

MISC  FAC  MAINT  PROJ 

20 

200 

Cl 

99397 

DE  YOUNG  CT-HANDICAP  RAMP 

20 

200 

Cl 

99299 

DE  YOUNG-REPLACE  ROOF/SKYLIGHTS 

20 

200 

Cl 

99388 

DE  YOUNG-OFFICES-VENT  SYSTEM 

20 

200 

Cl 

99399 

DE  YOUNG-ROOF/SKYLIGHT  REPLACENNT 

20 

200 

FM 

59313 

LOH-VAR  GALLERIES-FLOOR  TILES 

YEAR  2 

TOTAL 

YEAR  3 

30 

300 

FM 

59330 

DE  YOUNG-TEMP  EXHIB  GAL-FLOOR 

30 

300 

FM 

59310 

MISC  FAC  MAINT  PROJ 

30 

300 

Cl 

99434 

DE  YOUf>JG-ROOF/SKYLIGHT  REPLACENNT 

30 

300 

Cl 

99435 

DE  YOUNG-TEMP/HUMID  CONTRL  SYSTEM 

YEAR  3 

TOTAL 

YEAR  4 

40 

400 

FM 

59408 

MISC  FAC  MAINT  PROJ 

YEAR  4 

TOTAL 

**#»***» 

YEAR  5 

50 

500 

FM 

59506 

MISC  FAC  MAINT  PROJ 

YEAR  5 

TOTAL 

innnummi 

YEAR  6 

60 

600 

FM 

59606 

MISC  FAC  MAINT  PROJ 

PAGE : 50 


DEPARTMENT 

REQUEST 


145,000 

145,000 


29.000 

33.000 

100,000 

39.000 

110,000 

150.000 

70.000 

800.000 

73.000 

1,100,000 

222,000 

2,726,000 


100,000 

150.000 

800.000 
142,500 

1,192,500 


BOARD 

APPROVED 


120,000 

120,000 


150,000 

150,000 

150,000 

150,000 


150,000 


BPREP  REPORT  784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

PAGE 

RUN  DATE:  9-AUG 

-1988  TIME 

8:15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  6 TOTAL 

150,000 

FU^^D  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

**»*««»*  YEAR  1 

******** 

03 

102 

Cl 

62801 

DE  YOUNG/LOH-SEISMIC  STUDY 

68,000 

68,000 

02 

199 

Cl 

63501 

LOH/DE  YOUNG-EMERG  ELECTRICAL  SYS 

116,500 

0 

04 

199 

Cl 

81001 

DE  YOUNG-HALON  FIRE  SYSTEM 

144,700 

0 

05 

199 

Cl 

77701 

DE  YOUNG-FIRE  DETECTION  SYSTEM 

320,500 

0 

06 

199 

Cl 

75001 

LOH-ELEVATOR-HANDICAPPED  ACCESS 

406,000 

0 

YEAR  1 TOTAL 

1,055,700 

68,000 

51 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RLGP  DEPT:  62  ASIAN  ART  MUSEUM 

FUND  GP/FD:  01001  GENERAL  FUND 


******■»«  YEAR  1 

««*****■•» 

01 

101 

FM 

29201 

MISC  FAC  MAINT  PROJ 

72,000 

05 

199 

Cl 

91601 

FIRE  ALARM  SYS 

110,880 

YEAR  1 TOTAL 

182,880 

YEAR  2 

20 

200 

FM 

59219 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  2 TOTAL 

70,000 

♦nnumwjt*  YEAR  3 

30 

300 

FM 

59311 

MISC  FAC  MAINT  PROJ 

70,000 

30 

300 

Cl 

993‘+0 

EMERG  AIR  CON  STOREROOM 

117,300 

YEAR  3 TOTAL 

187,300 

***»««*»  YEAR  <♦ 

«***«**» 

<+0 

<♦00 

FM 

59<^09 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  <♦  TOTAL 

70,000 

****»«*»  YEAR  5 

50 

500 

FM 

59507 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  5 TOTAL 

70,000 

#***»*»*  YEAR  6 

60 

600 

FM 

59607 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  6 TOTAL 

70,000 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

********  YEAR  1 

03 

102 

Cl 

73<+01 

CONSERVATION  LAB-FUME  HOODS 

<♦9,100 

02 

105 

Cl 

73301 

AIR  CON  SYSTEM-IMPROVEMENTS 

939,000 

0<i 

199 

Cl 

75501 

MECH  EQUIP-ROOF  INSTALLATION 

205,200 

YEAR  1 TOTAL  1,188,300 


DEPARTMENT 

REQUEST 


BOARD 

APPROVED 


50,000 

0 

50,000 


<♦9,100 

576,000 

0 

625,100 
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FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 
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DEPT  CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARO 

PRIO  PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RtSP  DEPT:  70  CAO 

FUND  GP/FD:  01005  GENERAL 

FUND-PROJCT 

*)►*»*»»*  YEAR  1 

01  101 

Cl 

67301 

BOND  PROGRAM-PROJECT  DEVELOPMENT 

50,000 

25,000 

02  199 

FM 

36001 

VAR  BLDGS-COND  MONITORING  PROG 

100,000 

0 

YEAR  1 TOTAL 

150,000 

25,000 

FUTiD  GP/FD:  02201  YERBA  BUENA  CENTER 

»«**«***  YEAR  1 

01  101 

Cl 

70001 

LOH  INCOME  HOUSING 

2,952,800 

2,952,800 

YEAR  1 TOTAL 

2,952,800 

2,952,800 

BPREP  report  784 
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DEPT  CIAC 

PRIO  PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  72  COUETTY  AGRICULTURE -HEIGHTS  S MEASU 
FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

*****'^* 

01 

199 

FM 

20701 

FARMERS 

MKT-REPAIR  STALLS 

9,575 

0 

02 

199 

FM 

52501 

FARMERS 

MARKET-RESURFACE  ROADS 

10,000 

0 

YEAR  1 

TOTAL 

19,575 

0 

YEAR  2 

20 

200 

FM 

59565 

FARMERS 

MARKET-RESURFACE  PARKING 

250,000 

YEAR  2 TOTAL 


250,000 


BPREP  REPORT  784 
RUN  DATE:  9-AUG-1988 


TIME:  8:1SPM 
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FISCAL  YEAR  1988-89 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

RESP  DEPT:  74  MEDICAL  EXAMINER/  CORONER 
FUND  GP/FD;  01001  GENERAL  FUND 

»)»«-»««««  year  1 

01  199  FM  41001  VAR  AREAS-FLOOR  COVERING 

02  199  FM  21001  VAR  OFF-HVAC  MODIFICATIOfJS 

YEAR  1 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
*»**«*»*  YEAR  1 

02  199  Cl  77601  OFFICE  SECURITY  SYSTEM 

YEAR  1 TOTAL 


DEPARTMENT 

REQUEST 


15,600 

57,250 

50,850 


42,600 

42,600 


BOARD 

APPROVED 


0 

0 

0 

0 

0 


BPREP  report  78^  CITY  X COUNTY  OF  SAN  FRAf>ICISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  75  ELECTRICITY 

FUND  GP/FD:  01001  GENERAL  FUND 


**»»»*** 

YEAR  1 

******** 

02 

199 

FM 

38701 

SIREN  HARNING  SYS 

YEAR  1 

TOTAL 

YEAR  2 

****«««. 

20 

200 

FM 

59235 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

20 

200 

Cl 

99236 

CEN 

RADIO  STA-UNDERGROUND  HIRING 

20 

200 

FM 

59352 

101 

RANKIN-INTRUSION  ALARM  SYS 

20 

200 

FM 

59233 

CEN 

FIRE  ALRM-GATE/SURVEIL  SYSTEM 

YEAR  2 

TOTAL 

YEAR  3 

«»»***** 

30 

300 

FM 

59315 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

YEAR  3 

TOTAL 

YEAR  4 

40 

400 

FM 

59418 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

YEAR  4 

TOTAL 

YEAR  5 

******** 

50 

500 

FM 

59517 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

YEAR  5 

TOTAL 

YEAR  6 

******** 

60 

600 

FM 

59616 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUNO-PROJCT 


Mjf******  YEAR  1 


01  101  FM  Z^ZOl  MISC  FAC  MAINT  PROJ 


YEAR  1 TOTAL 


PAGE : 57 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


22,350  0 

22,350  0 

25,000 

118,300 

127,200 

18,715 

289,215 

25,000 

25,000 

25,000 

25,000 

25,000 

25,000 

25,000 

25,000 


24,000  24,000 


24,000 


24,000 
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BPREP  REPORT  784  CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPARTMENT 
REQUEST 

RESP  DEPT:  74  MEDICAL  EXAMINER/  CORONER 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT 

PRIO 


CIAC 

PRIO 


CIP 


PROJECT/WORKPHASE 
NO.  TITLE 


*»*-»*»**  YEAR  I »****<HHt 


01  199 

02  199 


FM  41001  VAR  AREAS-FLOOR  COVERING 

FM  21001  VAR  OFF-HVAC  MODIFICATIONS 


13,600 

57,250 


YEAR  1 TOTAL 


50,850 


FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
YEAR  1 


05  199  Cl 


77601  OFFICE  SECURITY  SYSTEM 


42,600 


YEAR  1 TOTAL 


42,600 


BOARD 

APPROVED 


0 

0 

0 

0 

0 


BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988 
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PAGE: 

57 

DEPT  CIAC 

PRIO  PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  75  ELECTRICITY 
FIJND  GP/FD:  01001  GENERAL  FUND 


***»»*»» 

YEAR  1 

******** 

02 

199 

FM 

38701 

SIREN  HARNING  SYS 

22,350 

YEAR  1 

TOTAL 

22,350 

YEAR  2 

20 

200 

FM 

59235 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

25,000 

20 

200 

Cl 

99236 

CEN 

RADIO  STA-UNDERGROUND  HIRING 

118,300 

20 

200 

FM 

59352 

101 

RANKIN-INTRUSION  ALARM  SYS 

127,200 

20 

200 

FM 

59233 

CEN 

FIRE  ALRM-GATE/SURVEIL  SYSTEM 

18,715 

YEAR  2 

TOTAL 

289,215 

YEAR  3 

******** 

30 

300 

FM 

59315 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  3 

TOTAL 

25,000 

»»**«**« 

YEAR  4 

#»**»*»» 

40 

400 

FM 

59418 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  4 

TOTAL 

25,000 

YEAR  5 

50 

500 

FM 

59517 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  5 

TOTAL 

25,000 

YEAR  6 

******** 

60 

600 

FM 

59616 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  6 

TOTAL 

25,000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
*t»nt*j(***  YEAR  1 

01  101  FM  2A301  MISC  FAC  MAINT  PROJ  24,000  24,000 


YEAR  1 TOTAL 


24,000 


24,000 


DPKEP  REPORT  78^ 

RLff-l  DATE:  9-AUG-1988 


TIME  : 
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FISCAL  YEAR  1988-89 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  85  PUBLIC  HEALTH  CENTRAL  OFFICE 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


«»«»««««  YEAR  1 ««»*«**« 


12 

!<♦ 


199 

199 


YEAR  1 TOTAL 

YEAR  Z »»»*««*« 


20 

20 


200 

200 


YEAR  2 TOTAL 
YEAR  3 


30 

30 


300 

300 


YEAR  3 TOTAL 

YEAR  4 ******** 


90 

90 


900 

900 


YEAR  9 TOTAL 
YEAR  5 


50 

50 


500 

500 


YEAR  5 TOTAL 
YEAR  6 


60 

60 


600 

600 


Cl 

Cl 


FM 

FM 


FM 

FM 


FM 

FM 


FM 

FM 


FM 

FM 


61901 

81501 


59229 

59216 


59339 

59338 


59930 

59923 


59529 

59526 


59629 

59628 


YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 

********  year  1 «*«««»«« 

01  101  FM  31501 


101  GROVE-AUDITORIUM  EGRt 5S 
101  GROVE-LAB-SEISMIC  PRUTECTION 


HLT  CTRS-MISC  FAC  MAINT  PROJ 
VAR  LOC-MISC  FAC  MAINT  PROJ 


HLT  CTRS-MISC  FAC  MAINT  PROJ 
VAR  LOC  MISC  FAC  MAINT  PROJ 


HLT  CTRS-MISC  FAC  MAINT  PROJ 
VAR  LOC-MISC  FAC  MAINT  PROJ 


HLT  CTRS-MISC  FAC  MAINT  PROJ 
VAR  LOC-MISC  FAC  MAINT  PROJ 


HLT  CTRS-MISC  FAC  MAINT  PROJ 
VAR  LOC-MISC  FAC  MAINT  PROJS 


VAR  LOC -FAC  MAINT  PROJ 


199,500 

87,700 

257,200 


75,000 

75,000 

150,000 


75,000 

75,000 

150,000 


75,000 

75,000 

150,000 


75,000 

75,000 

150,000 


75,000 

75,000 

150,000 


75,000 


35,000 


BPREP  REPORT 
RUN  DATE:  9- 

784 

AUG-1988 

TIME:  8: 

:15PM 

CITY  i COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 

DEPT 

CIAC 

FISCAL  YEAR  1988-89 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

02 

101 

FM 

31401 

VAR  HLT  CTRS-FAC  MAINT  PROJ 

03 

199 

Cl 

65101 

101  GROVE-HANDICAPPED  ACCESS 

O'* 

199 

Cl 

65201 

VAR  HEALTH  CTRS-HANOICAPPED  ACCES 

05 

199 

Cl 

77201 

101  GROVE-ELECTRICAL  OUTLETS 

06 

199 

Cl 

65401 

SFGH-BLDG  30-ELECT  POWER  SUPPLY 

07 

199 

FM 

29001 

HLTH  CTR  3-VENT  SYSTEM 

08 

199 

Cl 

81101 

HLT  CTR  2-FIRE  ALARM 

09 

199 

Cl 

77301 

101  GROVE -VENT  FANS 

10 

199 

Cl 

74701 

HLT  CTR  3-AUTO  GARAGE  GATE 

11 

199 

Cl 

77401 

101  GROVE -MODIFY  DOOR  LOCKS 

13 

199 

Cl 

74201 

MICRO/TOXI  LABS-EMERGENCY  POWER 

YEAR  1 TOTAL 


PAGE:  59 


DEPARTMErTT 

REQUEST 

BOARD 

APPROVED 

30,275 

72.000 
112,400 
138,500 

93,150 

27,335 

14,500 

6,800 

14,500 

15,724 

13.000 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

563,184 

35,000 

BPREP  REPORT  78^* 

RUN  DATE:  9-AUG-1988 


TIME: 


8:15PM 


CITY  & COUNTY  OF  SAN  hRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 
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DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

RESP  DEPT:  89  EMERGENCY  HOSPITALS 
FUND  GP/FD:  01001  GENERAL  FLAJD 
YEAR  1 »*****»» 

01  199  FM  90901  CENT  EMERG-FLR  COVER/PAINT  18,000 


BOARD 

APPROVED 


YEAR  1 TOTAL 


18,000 


0 


BPREP  REPORT 

789 

CITY  & COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME 

8:15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1980-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  85 

LAGUNA  HONDA 

FUrJD  GP/FD:  37001  LAGUNA  HONDA 

OPERATING  FUND 

#«)(»«««»  YEAR 

1 

01 

101 

FM 

35001 

MISC  FAC  MAINT  PROJ 

500,000 

300,000 

02 

103 

FM 

91501 

MAIN  BLDG-ROOF  REPAIR 

130,000 

130,000 

03 

199 

FM 

91901 

VAR  BLDGS-EXTERIOR  REHAB 

272,200 

0 

09 

199 

FM 

20901 

HARD  C5-M0DEL  WARD  PROGRAM 

689,600 

0 

05 

199 

FM 

20701 

LAUNDRY-SHOWER/LAVATORY  FACILITY 

75,000 

0 

06 

199 

FM 

20801 

REPLACE  GASOLINE  TAtJKS 

108,000 

0 

07 

199 

FM 

20501 

MED  RECORDS  DEPT-RELOCATE 

278,000 

0 

08 

199 

Cl 

89901 

VAR  ELEVATORS-IMPROVE 

133,800 

0 

09 

199 

FM 

20601 

WARDS  C2/M9-REACTIVATE 

933,000 

0 

YEAR  1 TOTAL 

2,619,600 

930,000 

*»»*«»*»  YEAR 

2 

20 

200 

Cl 

99216 

WARD  K3-BASEMENT-REHABILITATE 

5,000 

20 

200 

Cl 

99217 

WARD  F3-REMODEL 

150,000 

20 

200 

FM 

59202 

VAR  BLDGS-MISC  FAC  MAINT 

500,000 

20 

200 

FM 

59203 

CENTRAL  SUPPLY-PAINTING 

20,000 

20 

200 

FM 

59209 

NURSING  LOUNGE-A300-PAINriNG 

19,000 

20 

200 

FM 

59205 

VAR  WARDS-FLOOR  COVERING 

100,000 

20 

200 

Cl 

99201 

GERALD  SIMON  THEATRE-LIGHTING 

50,000 

20 

200 

Cl 

99207 

MODEL  WARD  REMODELING  PROGRAM 

725,000 

20 

200 

Cl 

99210 

GARAGE -CONSTRUCTION 

75,000 

20 

200 

Cl 

99211 

LAUNDRY  BLDG-CEILING  LIGHTING 

50,000 

20 

200 

Cl 

99212 

MORAN  HALL-ACOUSTICAL  IMPROVEMENT 

50,000 

20 

200 

Cl 

99213 

VAR  WARDS-WHEELCHAIR  CHARGERS 

90,000 

20 

200 

FM 

59206 

LAUNDRY  BLDG-INTERIOR  PAINTING 

121,100 

20 

200 

FM 

59201 

EXTERIOR  REPAIRS  AND  PAINTING 

299,200 

20 

200 

FM 

59215 

VARIOUS  ENTRANCES-MODIFICATIONS 

60,000 

20 

200 

FM 

59213 

SECURITY  OFFICE -EXPANSION 

25,000 

20 

200 

FM 

59212 

VAR  FAC -SEISMIC  MODIFICATIONS 

220,000 

20 

200 

FM 

59211 

VAR  INT  AREAS-DIRECTIONAL  SIGNS 

18,500 

20 

200 

FM 

59209 

DIESEL  FUEL  TANKS-REPLACE 

120,000 

20 

200 

FM 

59208 

BEAUTY  SALOtT-RE LOCATE 

200,000 

20 

200 

FM 

59210 

VOLUNTEERS  AREA-IMPROVEMENTS 

35,900 

20 

200 

FM 

59219 

MASTER  KEY/PERIMETER  ALARM  PROJ 

125,000 

20 

200 

FM 

59216 

ASBESTOS  ABATE/TOXIC  CONTROL  PROG 

100,000 

20 

200 

Cl 

99206 

RADIOLOGY/DENTAL  DEPTS-REMODEL 

322,500 

20 

200 

Cl 

99203 

CENTRAL  SUPPLY  AREA-EXPANSION 

832,980 

20 

200 

Cl 

99206 

MAIN  BLDG-PHARMACY  MODIFICATION 

56,570 

20 

200 

FM 

59217 

WARD  C-2-PSYCHIATRIC  UNIT 

500,000 

20 

200 

Cl 

99208 

GASOLINE  FUEL  TANKS-REPLACE 

200,000 

20 

200 

Cl 

99209 

MAIN  BLDG-5  FLR-ENCLOSE  WALKWAY 

166,930 

20 

200 

FM 

59207 

VAR  INTERIOR  AREAS-PAINTING 

130,000 

PAGE: 
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BPKEP  REPORT  7QH 


CITY  & COUNTY  OF  SAN  FRANCISCO 


RUN  DATE 

: 9-AUG 

-1988  TIME 

: 8: 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

30 

300 

Cl 

99311 

VAR  PKG  AREAS-SECURITY  LIGHTING 

215,000 

30 

300 

Cl 

99313 

MED  CTR-RES  DOCTORS  STUDY 

353,640 

30 

300 

Cl 

99314 

BLDGS  100/200/300-REMODEL 

1,433,600 

30 

300 

Cl 

99315 

MED  CTR-ELE  12-INSTALLATlON 

314,000 

30 

300 

Cl 

99317 

CORONARY  CARE  UNIT-PARTI 1 IONS 

75,000 

30 

300 

Cl 

99213 

MED  CTR-RELOC  CLINICAL  SIUDY  Cl R 

30,000 

30 

300 

Cl 

99502 

ELEVATOR  NO  3-INSTALLATION 

225,800 

30 

300 

Cl 

99214 

MED  CTR-INTENSIVE  CARE  UJIT 

150,000 

30 

300 

Cl 

99202 

MECH  RM  100-STEAM  LINE  VALVES 

89,300 

30 

300 

Cl 

99302 

ADMIN  AREA-REMODEL  SHELLED  AREA 

22,000 

30 

300 

Cl 

99308 

MOD  ELEVATORS-HANOICAPPED  ACCESS 

71,400 

30 

300 

Cl 

99204 

BOILER  RM-AIR  COMPRESSOR 

36,600 

30 

300 

FF1 

59301 

MISC  FAC  MAIMT  PROJ 

700,000 

YEAR  3 

TOTAL 

4,112,310 

YEAR  4 

40 

400 

Cl 

99503 

ELEVATOR  NO  4-INSTALLATION 

225,800 

40 

400 

Cl 

99301 

BLDG  10/40-ENLARGE  FIRE  ROAD 

35,000 

40 

400 

Cl 

99310 

MED  CTR-INTENSIVE  CARE  UNIT 

3,000,000 

40 

400 

Cl 

99406 

SECURITY  FENCING 

44,500 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

700,000 

YEAR  4 

TOTAL 

4,005,300 

YEAR  S 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

700,000 

YEAR  5 

TOTAL 

700,000 

*»»**«»* 

YEAR  6 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

700,000 

BOARD 

APPROVED 


PAGE: 


YEAR  6 TOTAL 


700,000 
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BPREP  REPORT  784  CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  87  COMMUNITY  MENTAL  HEALTH 

FUND  GP/FD:  01001  GENERAL  FUND 


*»*«*»** 

YEAR  1 

******** 

00 

102 

Cl 

62201 

JAIL  1-REMODEL  MEDICAL  OFFICES 

00 

102 

FM 

24801 

HOJ-JAIL  1-6TH  FL-PHARMACY 

YEAR  1 

TOTAL 

YEAR  2 

******** 

20 

200 

FM 

59367 

CMHS-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59366 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

20 

200 

FM 

59353 

SUNSET  DAY  TREAT  CTR-PATIO 

YEAR  2 

TOTAL 

»**»**»* 

YEAR  3 

******** 

30 

300 

FM 

59443 

CMHS-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59442 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  3 

TOTAL 

****»!«♦  It 

YEAR  4 

40 

400 

FM 

59536 

CMHS-MISC  FAC  MAINT  PROJ 

40 

400 

FM 

59535 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  4 

TOTAL 

YEAR  5 

50 

500 

FM 

59637 

CMHS-MISC  FAC  MAINT  PROJ 

50 

500 

FM 

59635 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  5 

TOTAL 

YEAR  6 

60 

600 

FM 

59638 

CMHS-MISC  FAC  MAINT  PROJ 

60 

600 

FM 

59636 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


»»»««*#*  YEAR  1 mnumn** 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 


0 

0 

0 


30.000 

40.000 

15.000 

85.000 


30.000 

40.000 

70.000 


30.000 

40.000 

70.000 


30.000 

40.000 

70.000 


30.000 

40.000 


277.200 

25,000 

302.200 


70,000 


BPREP  REPORT 

789 

CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9- 

AUG-198a 

TIME:  8: 

; 15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

01 

101 

FM 

51701 

ALEMANY/SUNSET  CTRS-MAINI  PROJ 

90,000 

20,000 

05 

101 

FM 

51501 

CMHS-VAR  LOC-FAC  MAINT  PUOJ 

50,000 

0 

02 

199 

FM 

28701 

REDWOOD  CTR-PATIO  DECK 

90,000 

0 

O'* 

199 

FM 

28801 

REDWOOD  CTR -PAINT  EXTERIOR 

29,900 

0 

05 

199 

FM 

28901 

REDWOOD  CTR-FLOOR  COVERING 

97,090 

0 

YEAR  1 TOTAL 


186,<»<40  20,000 


PAGE: 
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BPREP  REPORT 

784 

CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME 

: 8: 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  90 

PUBLIC  WORKS 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR 

1 

01 

101 

FM 

21301 

MISC  FAC  MAINT  PROJ 

3,474,326 

1,850,000 

02 

199 

Cl 

82101 

CH-ELECT  POWER  DIST 

200,000 

0 

03 

199 

Cl 

98701 

MAINT  YD-WOMENS  LOCKER/TOILET  RM 

170,000 

0 

12 

199 

FM 

35901 

HOJ-CLEAN  VENTILATION  SYSTEM 

78,000 

0 

18 

199 

Cl 

62801 

FIRE/POLICE  ALARMS-UNDERGROUNDING 

25,000 

0 

24 

199 

FM 

36201 

HOJ-PNEUMATIC  TUBE  SYS  ( 3" ) 

37,000 

0 

28 

199 

Cl 

74001 

VAR  BLDGS-SEISniC  SAFETY  SURVEY 

0 

100,000 

28 

199 

Cl 

74001 

VAR  BLDGS-SEISMIC  SAFETY  SURVEY 

600,000 

0 

YEAR  1 TOTAL 

4,584,326 

1,950,000 

»**»«*»»  YEAR 

2 ««»**««« 

20 

200 

FM 

59252 

ARMY  ST  YD-BLDG  A-FLOORING 

20,000 

20 

200 

FM 

59255 

CH-WALL  CLOCK-REHABILITATION 

100,000 

20 

200 

FM 

59270 

ARMY  ST  YARD-SHOP  BLDGS-PAINTIMG 

29,000 

20 

200 

FM 

59212 

MISC  FAC  MAINT  PROJ 

3,000,000 

20 

200 

FM 

59227 

CH-COLD  WATER  RISERS 

75,000 

20 

200 

FM 

59209 

HOJ-TUBE  SYSTEM  RECON  (4  INCH) 

227,300 

20 

200 

Cl 

99271 

CH-RM  368F-VENTILATION 

11,000 

20 

200 

Cl 

99274 

HOJ-ELECTRICAL  BYPASS  SWITCH 

57,000 

20 

200 

Cl 

99393 

45  HYDE-2/3  FLOORS-VENTILATION 

495,000 

20 

200 

Cl 

99394 

45  HYDE-ELECTRICAL  PANELS 

38,000 

20 

200 

Cl 

99392 

CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

218,000 

20 

200 

Cl 

99240 

FIRE  AND  POLICE  ALARMS 

25,000 

20 

200 

Cl 

99439 

CITY  HALL-REPLACE  ROOF 

490,000 

20 

200 

FM 

59239 

HOJ-WORKSHOP-EXHAUST  SYSTEM 

15,000 

20 

200 

FM 

59354 

CITY  HALL-RM  67-ELECT  SWTCHBOARD 

300,000 

20 

200 

FM 

59355 

CH-MAIN  ELECT  SWTCHBRD-REPLACE 

195,000 

20 

200 

FM 

59253 

ARMY  ST  MAINT  YD-AIR  COMPRESSOR 

7,500 

20 

200 

FM 

59368 

UNGRND  TANKS-SITE  CLEAN-UP 

568,000 

20 

200 

FM 

59369 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

50,000 

20 

200 

Cl 

99447 

1680  MISSION-RECONSTRUCTION 

1,339,400 

20 

200 

FM 

59291 

ARMY  ST  YD-TOILET  ENT-RELOCATE 

47,750 

20 

200 

FM 

59370 

UtJDGRND  TANK  REPLACEMENT  PROGRAM 

890,000 

20 

200 

FM 

59290 

UN  PLAZA-REPLACE  BRICKS 

44,000 

20 

200 

Cl 

99440 

CH-RM  61-VENTILATION  SYSTEM 

34,500 

20 

200 

FM 

59257 

HALLIDIE  PLAZA-BENCH  REPAIR 

36,450 

20 

200 

FM 

59246 

HOJ-BOILER  RM-AIR  PURGE  COMPRESS 

15,930 

20 

200 

FM 

59259 

CH-VAR  LOC-MARBLE  REPAIR 

37,650 

PAGE: 


YEAR  2 TOTAL 


8,366,480 
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YEAR  3 IHHHHMMHf 


BPREP  REPORT  78^  CITY  & COUNTY  OF  SAN  FRANCISCO  PAGE: 

RUN  DATE:  9-AUG-1988  TIME:  8; 15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


DEPT 

PRIO 

CIAC 

PRIO 

CIP 

30 

300 

FM 

30 

300 

FM 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

FM 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

FM 

30 

300 

Cl 

YEAR  3 TOTAL 
********  YEAR  4 


40 

400 

FM 

40 

400 

FM 

40 

400 

Cl 

40 

400 

Cl 

40 

400 

FM 

40 

400 

FM 

40 

400 

Cl 

YEAR  4 TOTAL 


***»««««  YEAR  5 **»*****« 


50 

500 

Cl 

50 

500 

FM 

60 

500 

FM 

50 

500 

FM 

YEAR  5 

TOTAL 

YEAR  6 

60 

600 

Cl 

60 

600 

FM 

60 

600 

FM 

60 

600 

FM 

YEAR  6 TOTAL 

FUrJD  GP/FD:  01005  GENERAL  FUND-PROJCT 
********  year  1 «»#*«**# 

09  101  FM 

06  102  FM 


PROJECT/WORKPHASE 
NO.  TITLE 

69340  CH  COLD  WATER  RISERS 

59307  MISC  FAC  MAINT  PROJ 

99272  HOJ-HVAC  SYSTEM  STUDY 

99273  HOJ-SANITARY  WASTE  STUDY 

99324  FIRE  AND  POLICE  ALARMS 

99325  450  MCALLISTER-HVAC  SYS 

99226  HOJ-WINDOW  AREAS-SOLAR  FILM 

59445  UNOGRND  TANK  REPLACEMENT  PROGRAM 

99442  ARMY  ST  YD-BLDG  A-VENT  SYSTEM 

99448  CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

59444  CIVIC  CTR-STREAM  LOOP-MAINT  PROJ 

99443  ARMY  ST  YD-ARCHITECTURAL  STUDY 


59431  CH-COLD  WATER  RISERS 

59405  MISC  FAC  MAINT  PROJ 

99415  FIRE  AND  POLICE  ALARMS 

99395  45  HYDE  2/3  FLOORS-REMODEL 

59538  UNDGRND  TANK  REPLACEMENT  PROGRAM 

59537  CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

99522  CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 


99505  FIRE  AND  POLICE  ALARMS 

59505  MISC  FAC  MAINT  PROJ 

59639  CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

59641  UNDGRND  TAFa<  REPLACEMENT  PROGRAM 


99603  FIRE  AND  POLICE  ALARMS 

59605  MISC  FAC  MAINT  PROJ 

59640  CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

59642  UNDGRND  TANK  REPLACEMENT  PROGRAM 


34501  CC-STEAM  LOOP-ANNUAL  MAINT  PROG 

31601  UNDERGRND  STOR  TANK-SITE  CLEAN-UP 


DEPARTMENT  BOARD 

REQUEST  APPROVED 

75.000 
3,000,000 

25.000 

55.000 

25.000 
49,700 

36.000 

500.000 
474,800 

167.000 

50.000 

25.000 

4,482,500 


75.000 
3,000,000 

25.000 
818,200 

380.000 

50.000 

144.000 

4,492,200 


25.000 
3,000,000 

50.000 
380,000 

3,455,000 


25.000 
3,000,000 

50.000 
380,000 

3,455,000 


50,000  25,000 

568,000  100,000 
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BPKEP  report  78^  CITY  & COUNTY  OF  SAN  FRANCISCO 

run  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 


OEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

08 

102 

FM 

35701 

VAR  BLDGS-AGBESTOS  PROG-ABATEMENT 

10 

105 

Cl 

66301 

CIVIC  CTR  STEAM  SYS-IMPROVE 

11 

108 

Cl 

66901 

CIVIC  CTR-STEAM  SYS-IMP  OPTIONS 

09 

199 

Cl 

62101 

HOJ-GRND  FAULT  PROT 

05 

199 

Cl 

76501 

CH-MAIN  DISTRIBUTION  SWCHBOARD 

07 

199 

Cl 

75701 

1680  MISSION-RECONSTRUCTION 

13 

199 

Cl 

65801 

CH-SKYLIGHTS 

19 

199 

Cl 

65901 

ARMY  ST-CARPENTRY  SHOP-DUST  COL 

15 

199 

FM 

27001 

CH-COLD  HATER  RISERS 

16 

199 

FM 

36101 

CH-DOME -SURVEY/REPAIR 

19 

199 

Cl 

70901 

ARMY  ST  YARD-SECURITY  LIGHTING 

20 

199 

FM 

27201 

HOJ-WATER  PIPING 

21 

199 

FM 

23101 

CH  ANNEX-REHABILITATION 

22 

199 

FM 

39901 

CH-EXT  HINDOW  SASH-PAINTING 

23 

199 

FM 

26901 

CH-ROTUNDA  AREA-PLASTER  REPAIR 

25 

199 

FM 

26801 

VAR  LOC-ELEVATOR  CONTROL  DEVICES 

26 

199 

FM 

35601 

UNDERGROUND  STOR  TA^^-REPLACEMENT 

27 

199 

FM 

26201 

VAR  BLDGS-ASBESTOS  PROG-SURVEY 

29 

199 

Cl 

76901 

ARMY  ST  YARD-ELECTRIC  SERVICE 

30 

199 

Cl 

71001 

ARMY  ST  YARD-STAND  STOR  FAC 

31 

199 

Cl 

66001 

ARMY  ST-BLDG  A-VENT/AC  SYSTEM 

32 

199 

FM 

27901 

HOJ-FLAG  POLES 

33 

199 

Cl 

81301 

CH-RM  282-IMPROVEMENTS 

39 

199 

Cl 

65501 

95  HYDE-ELECTRICAL  PANEL 

35 

199 

FM 

39601 

CC-POWER  HSE-BOILER  REPAIRS 

36 

199 

FM 

39701 

CC-POHER  HSE-REPL  SKYLIGHT  GLASS 

37 

199 

Cl 

76101 

STEAM  PLANT-OPERATirJG  EQUIPMENT 

38 

199 

Cl 

66201 

CIVIC  CTR  PHR  PLANT-IMPROVE 

YEAR  1 TOTAL 

FUND  GP/FD:  02091  SPECIAL  GAS  TAX  STREET  IMPROVEMEN 
YEAR  1 »»***»*» 


01 

101 

Cl 

85001 

TFC  CONTROL  DEVICES 

02 

102 

Cl 

75101 

VAR  LOC-RAISED  LANE  MARKERS 

03 

103 

Cl 

88701 

CANDLESTK  PK  LN  CTRL  SGNL&SGN 

PH 

09 

109 

Cl 

70601 

FHWA  TRAFFIC  SAFETY 

05 

105 

Cl 

88901 

3R0  ST  BR  AT  CHAN  ST  MOD  & REHAB 

06 

106 

Cl 

89701 

9TH  ST  BR  AT  CHAN  ST  REH  APPR 

SPA 

07 

107 

Cl 

90901 

TRAF  SGML  MGMT  SYSTEM  DEVELOPMENT 

08 

108 

FM 

21501 

TRAF  SIG  REPLACE 

09 

109 

Cl 

89201 

VAR  BR-EARTHQKE  PROOFING 

10 

110 

Cl 

89601 

CRESTMONT  DR  ROCKFALL  BARRIER 

11 

111 

Cl 

90601 

MARKET  NR  18TH  ST  RETAIN  WALL 

EXT 

12 

112 

FM 

52901 

THIRD  ST  BR  AT  I5LAIS  CRK-PAINTG 

13 

113 

Cl 

90501 

NEW  TRAF  SGNLS  (NON-MUTCD) 

19 

119 

Cl 

88201 

CENTER  ISL  SAF  MOD  VL 

15 

115 

FM 

27201 

GREAT  HIGHWAY-RECONSTRUCTION 

16 

116 

Cl 

89101 

GEARY  BLVD-SIDEWALK  TREES 
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DEPARTMENT 

REQUEST 

500.000 

398.000 
0 

187.500 

28,000 

372,600 

215.000 
139,300 

78,750 

50.000 
6,355 

99,119 

81.000 

290.000 
51,975 

131,250 

890.000 

625.000 

198.000 
9,095 

502.000 

31.500 

179.500 

91.500 

105.000 

6,000 

39,990 

332.000 

6,090,829 


90.000 

100,000 

900.000 

50.000 
783,690 

95.000 

200.000 

2,000,000 

930.000 

51.000 

71.000 

75.000 

100.000 

100,000 

1,865,000 

78.000 


BOARD 

APPROVED 

100,000 

123,000 

50.000 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

398.000 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


BPREP  REPORT  78^ 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE: 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

17 

117 

Cl 

86101 

UNDERGND  GIST  LIGHT 

1,055,000 

0 

18 

118 

Cl 

90801 

RAILROAD  TRACK  REMOVAL 

296,100 

0 

19 

119 

Cl 

91001 

FOREST  HILL  AREA-CURBS/GUTTERS 

57,800 

0 

20 

120 

Cl 

76001 

CITY-AID  ST  IMP-VAR  LOC 

150,000 

0 

21 

121 

Cl 

91101 

CITY  AID-RINCON/SO  BCH  AS5ESSMUT 

572,000 

0 

22 

122 

Cl 

91201 

BERNAL  HTS-EAST  SLOPE-IMP  STUDY 

280,000 

0 

YEAR  1 TOTAL 


9,259,590 


0 


********  YEAR  2 ******** 


20 

200 

Cl 

99258 

VAR  LOC-MODIFY  CENTER  ISLANDS 

100,000 

20 

200 

Cl 

99291 

SUNSET  BLVD-IRRIGATION  MAIN 

292,000 

20 

200 

ci 

99299 

GRAND  VIEW  AVE-SIDEWALK  NARROWING 

980,000 

20 

200 

Cl 

99296 

VAR  LOC-REHAB  IRRIGATION  SYSTEMS 

669,000 

20 

200 

CI 

99297 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

20 

200 

CI 

99298 

SAN  JOSE  AVE -SLOPE  STABILIZATION 

900,000 

20 

200 

CI 

99299 

MANSELL  ST-CRT  ISLAND  IRRIGATION 

282,000 

20 

200 

CI 

99250 

VAR  LOC-CRT  ISLAND  RENOVATION 

299,925 

20 

200 

CI 

99252 

VAR  BRIDGES-SEISMIC  MODIFICATIONS 

1,060,000 

20 

200 

CI 

99253 

VAR  LOC -CITY  AID-ST  IMPROVE 

150,000 

20 

200 

CI 

99259 

VAR  LOC-CTR  IS  SAFETY  MODIFICATIO 

100,000 

20 

200 

CI 

99255 

1280/EVANS  AVE -INTERCHANGE 

89,000 

20 

200 

CI 

99256 

GEARY  BLVD-SIDEWALK  TREES 

91,900 

20 

200 

CI 

99257 

ST  LIGHTS-UNDERGROUND  DIST 

395,000 

20 

200 

CI 

99258 

RINCON  PT/SO  BEACH-ST  IMPROVEMENT 

595,000 

20 

200 

CI 

99262 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

52,800 

20 

200 

CI 

99263 

MULLEN/BREWSTER/ESMERALDA-DESIGN 

70,000 

20 

200 

CI 

99259 

SIDEWALK  HANDICAPPED  RAMPS 

50,000 

20 

200 

CI 

99251 

BOSWORTH  ST-SAFETY  MODIFICATIONS 

310,000 

20 

200 

CI 

99290 

TFC  SIGNAL  REPLACE  PROG 

2,000,000 

20 

200 

CI 

99209 

TRANSIT  PREF  STS  PROGRAM 

100,000 

20 

200 

CI 

99229 

VAR  LOC -BIKEWAY  PROGRAM 

25,000 

20 

200 

CI 

99225 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

150,000 

20 

200 

CI 

99227 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

20 

200 

FM 

59223 

VAR  LOC -PAVE  RENO  BACK-LOG  PROG 

8,000,000 

20 

200 

CI 

99201 

VAR  LOC  TFC  CONT  DEVICES 

50,000 

20 

200 

CI 

99202 

VAR  LOC  TFC  SIGNALS 

100,000 

20 

200 

CI 

99203 

ST  LIGHT  IMP-EXTENTIONS 

50,000 

20 

200 

FM 

59225 

VAR  LOC  ST  RENOVATION  (FAU) 

978,000 

20 

200 

FM 

59221 

VAR  LOC-IRRIGATION  TIME  CONTROLS 

125,000 

20 

200 

FM 

59222 

VAR  LOC -PAVEMENT  RENOVATION  PROG 

9,600,000 

20 

200 

CI 

99228 

VAR  LOC-TFC  SIG  INTERCONNECTION 

200,000 

20 

200 

CI 

99231 

POTRERO  AVE -SAFETY  IMPROVEMENTS 

20,000 

20 

200 

CI 

99232 

VAN  NESS  AVE-AUTO  IRRIGATION  SYST 

988,000 

20 

200 

CI 

99233 

JUNIPERO  SERRA-SIDEWALK  NARROWING 

900,000 

20 

200 

CI 

99239 

PORTOLA  DR-PEDESTRIAN  OVERPASS 

379,100 

20 

200 

CI 

99235 

RESURFACE  FAU  STREETS 

987,000 

20 

200 

FM 

59215 

VAR  LOC-TFC  SIG  REPLACEMENT 

2,000,000 

20 

200 

Cl 

99269 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

96,500 

70 


BPREP  REPORT  784 
RUN  DATE:  9-AUG-1988 


TIME 


8:15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1980-89 


DEPT  CIAC 

PRIO  PRIO 


PROJECT/HORKPHASE 
CIP  NO.  TITLE 


YEAR  2 TOTAL 


YEAR  5 **»*»»*» 


30 

300 

Cl 

99303 

30 

300 

Cl 

99315 

30 

300 

Cl 

99316 

30 

300 

Cl 

99318 

30 

300 

Cl 

99319 

30 

300 

Cl 

99320 

30 

300 

Cl 

99321 

30 

300 

Cl 

99325 

30 

300 

Cl 

99329 

30 

300 

Cl 

99330 

30 

300 

Cl 

99332 

30 

300 

Cl 

99333 

30 

300 

Cl 

99334 

30 

300 

Cl 

99335 

30 

300 

Cl 

99336 

30 

300 

Cl 

99337 

30 

300 

Cl 

99338 

30 

300 

Cl 

99339 

30 

300 

Cl 

99341 

30 

300 

Cl 

99342 

30 

300 

Cl 

99340 

30 

300 

Cl 

99317 

30 

300 

FM 

59320 

30 

300 

FM 

59317 

30 

300 

FM 

59318 

30 

300 

Cl 

99301 

30 

300 

Cl 

99302 

30 

300 

FM 

59314 

30 

300 

Cl 

99343 

ST  LIGHT  IMP-EXTENTIONS 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

VAR  LOC-BIKENAY  PROGRAM 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 
VAR  LOC-TFC  SIG  INTERCONNECTION 
RESURFACE  FAU  STREETS 
TFC  SIGNAL  REPLACE  PROG 
SUNSET  BLVD-IRRIGATION  MAIN 
VAR  LOC-REPLACE  INCAN  ST  LIGHTS 
THIRD  ST-MEDIAN  ISLAND 
VAR  BRIDGES-SEISMIC  MODIFICATIONS 
VAR  LOC-CITY  AID-ST  IMPROVE 
ST  LIGHT-UNDERGROUND  DIST 
SIDEWALK  HANDICAPPED  RAMPS 
CANDLESTICK  ACCESS  ROADS 
1280/EVANS  AVE -INTERCHANGE 
PORTERO  AVE  SAFETY  IMPROVEMENTS 
MULLEN/BREWATER/ESMERALDA-DESIGH 
VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 
VAR  LOC-MODIFY  TFC  SIG  ( MUTCD ) 

VAR  LOC-ST  RENOVATION  (FAU) 

VAR  LOC-PAVEMENT  RENOVATION  PROG 
VAR  LOC-PAVE  RENO  BACK-LOG  PROG 
VAR  LOC  TFC  CONT  DEVICES 
VAR  LOC  TFC  SIGNALS 
VAR  LOC-TFC  SIG  REPLACEMENT 
FOREST  HILL  AREA-GUTTERS/GRDRAILS 


YEAR  3 TOTAL 

«««««»«»  YEAR  4 »«»««««* 


40 

400 

Cl 

99419 

40 

400 

Cl 

99420 

40 

400 

Cl 

99424 

40 

400 

Cl 

99428 

40 

400 

Cl 

99429 

40 

400 

Cl 

99431 

40 

400 

Cl 

99432 

40 

400 

Cl 

99433 

40 

400 

Cl 

99434 

40 

400 

Cl 

99430 

40 

400 

FM 

59407 

40 

400 

FM 

59410 

40 

400 

Cl 

99401 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 
VAR  LOC-TFC  SIG  INTERCONtlECTIOtJ 
RESURFACE  FAU  STREETS 
TFC  SIGNAL  REPLACE  PROG 
VAR  LOC-REPLACE  INCAN  ST  LIGHTS 
VAR  LOC-CITY  AID-ST  IMPROVE 
ST  LIGHT-UNDERGROUND  DIST 
SIDEWALK  HANDICAPPED  RAMPS 
VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 
THIRD  ST-MEDIAN  ISLAND 
VAR  LOC-PAVE  RENO  BACK-LOG  PROG 
VAR  LOC-ST  RENOVATION  (FAC) 

VAR  LOC  TFC  CONT  DEVICES 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

31,079,225 


50.000 

80.000 

200,000 

25.000 
200,000 
100,000 
200,000 

313.000 

2,000,000 

456.000 

500.000 

1,000,000 

390.000 

150.000 

345.000 

50.000 

690.000 

84.000 

400.000 

350.000 
37,700 

310.000 

331.000 
9,600,000 
8,000,000 

50.000 

100.000 

2,000,000 

72.000 

28,083,700 


100,000 

200,000 

494.000 

2,000,000 

500.000 

150.000 

345.000 
50,000 
39,500 

1,000,000 

8,000,000 

504.000 
50,000 


BPREP  REPORT  76^ 

CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG 

-1988  TIME 

: 8; 

;15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

40 

400 

Cl 

99402 

VAR  LOC  TFC  SIGNALS 

100,000 

40 

400 

Cl 

99405 

ST  LIGHT  IMP-EXTENTIONS 

50,000 

40 

400 

Cl 

99414 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

90,000 

40 

400 

Cl 

99415 

VAR  LOC-TFC  SIGNALS  AND  CHANNEL IZ 

200,000 

40 

400 

Cl 

99416 

VAR  LOC-MODIFY  TFC  GIG  1 MUTCD » 

310,000 

40 

400 

Cl 

99417 

VAR  LOC-BIKEWAY  PROGRAM 

25,000 

40 

400 

Cl 

99418 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

200,000 

40 

400 

FM 

59408 

VAR  LOC-TFC  SIG  REPLACEMENT 

2,000,000 

40 

400 

FM 

59406 

VAR  LOC-PAVEMENT  RENOVATION  PRCG 

9,600,000 

40 

400 

Cl 

99435 

FOREST  HILL  AREA-GUTTERS/GRDRAI LS 

119,100 

YEAR  4 TOTAL 

26,126,600 

!(****»»»  YEAR  5 

50 

500 

Cl 

99529 

VAR  LOC-CITY  AID-ST  IMPROVE 

150,000 

50 

500 

Cl 

99530 

ST  LIGHTS-UNDERGROUND  DIST 

345,000 

50 

500 

Cl 

99503 

ST  LIGHT  IMP-EXTENTIONS 

50,000 

50 

500 

Cl 

99512 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

90,000 

50 

500 

Cl 

99513 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

200,000 

50 

500 

Cl 

99514 

VAR  LOC-MODIFY  TFC  SIG  (MUTCD) 

310,000 

50 

500 

Cl 

99515 

VAR  LOC -BIKEWAY  PROGRAM 

25,000 

50 

500 

Cl 

99516 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

50 

500 

Cl 

99517 

VAR  LOC-TFC  SIG  INTERCONNECTION 

200,000 

50 

500 

Cl 

99519 

RESURFACE  FAU  STREETS 

673,000 

50 

500 

Cl 

99521 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

200,000 

50 

500 

Cl 

99526 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

50 

500 

Cl 

99528 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

50 

500 

Cl 

99525 

TFC  SIGNAL  REPLACE  PROG 

2,000,000 

50 

500 

FM 

59507 

VAR  LOC -PAVE  RENO  BACK-LOG  PROG 

8,000,000 

50 

500 

FM 

59509 

VAR  LOC -ST  RENOVATION  (FAU) 

604,000 

50 

500 

FM 

59506 

VAR  LOC-PAVEMENT  RENOVATION  PROG 

9,600,000 

50 

500 

Cl 

99501 

VAR  LOC  TFC  CONT  DEVICES 

60,000 

50 

500 

Cl 

99502 

VAR  LOC  TFC  SIGNALS 

100,000 

50 

500 

FM 

59502 

VAR  LOC-TFC  SIG  REPLACEMENT 

2,000,000 

YEAR  5 TOTAL 

26,207,000 

itmuitnnm  YEAR  6 

60 

600 

Cl 

99615 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

60 

600 

Cl 

99618 

RESURFACE  FAU  STREETS 

395,000 

60 

600 

Cl 

99620 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

200,000 

60 

600 

Cl 

99623 

TFC  SIGNAL  REPLACE  PROGRAM 

2,000,000 

60 

600 

Cl 

99624 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

60 

600 

Cl 

99626 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

60 

600 

Cl 

99627 

VAR  LOC-CITY  AID-ST  IMPROVE 

150,000 

60 

600 

Cl 

99628 

ST  LIGHTS-UNDERGROUND  DIST 

345,000 

60 

600 

Cl 

99602 

VAR  LOC  TFC  SIGNALS 

100,000 

60 

600 

Cl 

99603 

ST  LIGHT  IMP-EXTENTIONS 

50,000 

60 

600 

Cl 

99611 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

90,000 

BOARD 

APPROVED 


PAGE: 


72 


BPREP  REPORT  784 
RUt^  DATE:  9-AUG-1988 


TIME: 


8:15PM 


CITY  & COUTfTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

Cl 

99612 

VAR 

LOC-TFC  SIGNALS  AND  CHANNELIZ 

60 

600 

Cl 

99615 

VAR 

LOC -MODIFY  TFC  SIG  (MUTCD) 

60 

600 

Cl 

99614 

VAR 

LOC-BIKEHAY  PROGRAM 

60 

600 

FM 

59607 

VAR 

LOC-PAVE  RENOV  PROG-BACKLOG 

60 

600 

FM 

59609 

VAR 

LOC-ST  RENOVATION  ( FAU ) 

60 

600 

Cl 

99601 

VAR 

LOC  TFC  CONT  DEVICES 

60 

600 

FM 

59606 

VAR 

LOC -PAVEMENT  RENOVATION  PROG 

60 

600 

FM 

59602 

VAR 

LOC-TFC  SIG  REPLACEMENT 

YEAR  6 TOTAL 


PAGE : 75 


DEPARTMENT 

BOARD 

REQUEST 

APPROVED 

200,000 

510,000 

25,000 

8,000,000 

595,000 

60,000 

9,600,000 

2,000,000 

25,520,000 

PAGE : 7<» 


BPREP  REPORT  784  CITY  & COU»TTY  OF  SAN  f RANCISCO 


RUN  DATE 

: 9-AUG 

-1988  TIME: 

8 : 15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  91  PURCHASER 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

01 

101 

FM 

59901 

MISC  FAC  MAINT  PROJ 

15,000 

15,000 

02 

102 

FM 

24701 

CENTRAL  SHOPS-INSTALL  SENER  TRAPS 

98,000 

98,000 

04 

109 

FM 

24501 

CH-VAR  BASE  AREAS-MODIFICATIONS 

24,907 

9,125 

06 

199 

FM 

24401 

CEN  HAREHSE -WOMENS  REST  ROOM 

10,300 

0 

07 

199 

FM 

24501 

CEN  WAREHSE-INT  WALL-REPAIR/PAINT 

31,780 

0 

08 

199 

FM 

24201 

CEN  WAREHSE -REPLACE  LIGHTING 

77,500 

0 

09 

199 

Cl 

91401 

CENTRAL  SHOPS-IMPROVEMENTS 

545,000 

0 

YEAR  1 

TOTAL 

802,487 

122,125 

YEAR  2 

M M M N N M 

20 

200 

FM 

59240 

CENTRAL  WAREHOUSE-HEATING  SYSTEM 

18,980 

YEAR  2 

TOTAL 

18,980 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

******** 

YEAR  1 

05 

199 

FM 

34801 

HOJ  SVC  STA-REPAVE  ASPHALT  AREAS 

35,500 

0 

05 

199 

FM 

34901 

CEN  SHOPS-SHED-CONCRETE  FLOOR 

18,550 

0 

YEAR  1 

TOTAL 

54,050 

0 

BPREP  REPORT  78<>  CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  92  CLEAN  HATER  PUBLIC  SVC  ENTERPRISE 

FUrJO  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

199 

Cl 

65301 

GREAT  HHY  SEAHALL  CONST 

YEAR  1 

TOTAL 

YEAR  2 

20 

200 

Cl 

99235 

GREAT  HIGHHAY-SEAHALL 

YEAR  2 

TOTAL 

FUJD  GP/FD:  35001  CLEAN  HATER 

OPERATING  FUND 

YEAR  1 

444HHHHHH4 

01 

101 

FM 

301D1 

SEHER  SYS-REP/RPL 

YEAR  1 

TOTAL 

»#«*«**» 

YEAR  2 

20 

200 

FM 

59201 

REPAIR-RENEH 

COLLECT 

SYS 

YEAR  2 

TOTAL 

YEAR  3 

30 

300 

FM 

59301 

REPAIR-RENEH 

COLLECT 

SYS 

YEAR  3 

TOTAL 

YEAR  <♦ 

<40 

400 

FM 

59401 

REPAIR-RENEH 

COLLECT 

SYS 

YEAR  <♦ 

TOTAL 

YEAR  5 

50 

500 

FM 

59501 

REPAIR-RENEH 

COLLECT 

SYS 

YEAR  5 

TOTAL 

K H 

YEAR  6 

60 

600 

FM 

59601 

REPAIR-RENEH 

COLLECT 

SYS 

PAGE : 75 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


3,500,000  0 

3,500,000  0 

3,500,000 

3,500,000 


5,788,200  5,788,200 

5,788,200  5,788,200 

6,077,700 

6.077.700 

6,381,600 

6,381,600 

6.700.700 

6,700,700 

7,035,800 

7,035,800 


7,387,600 


PAGE : ?<♦ 


BPREP  REPORT  784  CITY  & COUNTY  OF  SAN  f RANCISCO 


RUN  DATE 

: 9-AUG 

-1988  TIME: 

8:15PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  91  PURCHASER 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

******** 

01 

101 

FM 

39901 

MISC  FAC  MAINT  PROJ 

15,000 

15,000 

02 

102 

FM 

24701 

CENTRAL  SHOPS-INSTALL  SEWER  TRAPS 

98,000 

98,000 

04 

109 

FM 

24501 

CH-VAR  BASE  AREAS-MODIFIC ATIONS 

24,907 

9,125 

06 

199 

FM 

24401 

CEN  WARE HSE -WOMENS  REST  ROOM 

10,300 

0 

07 

199 

FM 

24301 

CEN  WAREHSE-INT  WALL-REPAIR/PAINT 

31,780 

0 

08 

199 

FM 

24201 

CEN  WAREHSE -REPLACE  LIGHTING 

77,500 

0 

09 

199 

Cl 

91401 

CENTRAL  SHOPS-IMPROVEMENTS 

545,000 

0 

YEAR  1 

TOTAL 

802,487 

122,125 

******** 

YEAR  2 

M M M M M 

20 

200 

FM 

59240 

CENTRAL  WAREHOUSE -HEATING  SYSTEM 

18 , 980 

YEAR  2 

TOTAL 

18,980 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

******** 

YEAR  1 

******** 

03 

199 

FM 

34801 

HOJ  SVC  STA-REPAVE  ASPHALT  AREAS 

35,500 

0 

05 

199 

FM 

34901 

CEN  SHOPS-SHED-CONCRETE  HOOR 

18,550 

0 

YEAR  1 

TOTAL 

54,050 

0 

BPREP  REPORT  78^  CITY  & COUNTY  OF  SAN  FRANCISCO  PAGE: 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  92  CLEAN  HATER  PUBLIC  SVC  ENTERPRISE 

FUr^O  GP/FD:  01001  GENERAL  FUND 


»»#»*«**  YEAR  1 

01 

199 

Cl 

65301 

GREAT  HHY  SEAHALL  CONST 

3,500,000 

0 

YEAR  1 TOTAL 

3,500,000 

0 

*»#»***»  YEAR  2 

******** 

20 

200 

Cl 

99235 

GREAT  HIGHHAY-SEAHALL 

3,500,000 

YEAR  2 TOTAL 

3,500,000 

FUrJD  GP/FD:  35001  CLEAN  HATER 

OPERATING  FUND 

YEAR  1 

******** 

01 

101 

FM 

30101 

SEHER  SYS-REP/RPL 

5,788,200 

5,788,200 

YEAR  1 TOTAL 

5,788,200 

5,788,200 

*««**»*»  YEAR  2 

******** 

20 

200 

FM 

59201 

REPAIR-RENEH  COLLECT 

SYS 

6,077,700 

YEAR  2 TOTAL 

6,077,700 

YEAR  3 

******** 

30 

300 

FM 

59301 

REPAIR-RENEH  COLLECT 

SYS 

6,381,600 

YEAR  3 TOTAL 

6,381,600 

*»»»«**»  YEAR  9 

******** 

40 

400 

FM 

59401 

REPAIR-RENEH  COLLECT 

SYS 

6,700,700 

YEAR  4 TOTAL 

6,700,700 

»»»»»»»«  YEAR  5 

******** 

50 

500 

FM 

59501 

REPAIR-RENEH  COLLECT 

SYS 

7,035,800 

YEAR  5 TOTAL 

7,035,800 

YEAR  6 

,«««««»« 

60 

600 

FM 

59601 

REPAIR-RENEH  COLLECT 

SYS 

7,387,600 

75 


BPREP  REPORT  78^ 
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PAGE: 

76 

RUN  DATE:  9-AUG-1988  TIME: 

8:1SPM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1988-89 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  6 TOTAL 

7,587,600 

BPREP  REPORT  784 

RUN  DATE:  9-AUG-1988  TIME:  8:15PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1988-89 


PAGE: 


DEPT  CIAC  PROJECT/MORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  93  CONVENTION  FACILITIES  MANAGEMENT 

FUND  GP/FD:  0Z302  CONVENTION  FACILITIES  FUND 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


»*»»*»* 

YEAR  1 

******** 

01 

101 

FM 

22101 

CIVIC  AUD-MAIN  ARENA-PAINTING 

185,000 

165,000 

02 

102 

FM 

22001 

CIVIC  AUD/BROOKS  HALL-REKEY  LOCKS 

19,000 

19,000 

03 

103 

FM 

22201 

CIVIC  AUD-HOLDING  KITCHEN-REMODEL 

236,000 

236,000 

04 

104 

Cl 

61301 

CIVIC  AUD-STAGE  AREA-ELECT  POWER 

21,000 

21,000 

05 

105 

FM 

20501 

CIVIC  AUD-REPAIR  TERRAZZO 

235,000 

235,000 

06 

106 

FM 

21601 

VAR  CAPITAL  PROJ-PLANNING  FUND 

150,000 

150,000 

07 

107 

FM 

22401 

CIV  AUD/BROOKS-ASBESTOS  SURVEY 

53,000 

53,000 

08 

108 

FM 

21201 

CIVIC  AUD-BOILER  RM-PIPE  LAGGING 

65,000 

65,000 

09 

109 

Cl 

60401 

CIVIC  AUD-PARAPETREPAIRS 

258,100 

258,100 

10 

110 

FM 

22301 

CIVIC/BROOKS-SPKLER  SYS-TAMPER  SW 

49,000 

49,000 

YEAR  1 

TOTAL 

1,271,100 

1,271,100 

YEAR  2 

20 

200 

Cl 

99201 

CIVIC  AUDITORIUM-PARAPET  REPAIRS 

220,400 

20 

200 

FM 

59201 

MOSCONE  CTR-A/B/C  HALL-PAINT  CEIL 

460,000 

YEAR  2 TOTAL 


700,400 
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CITY  AND  COUNTYIPF  SAN  FRANCISCO 


CAPITAL  I 


EMENT 
MITTEE'S 


POCiiMfciSlTS  DEitT. 

SEP  11539 

SAiM  FRANCISCO 
oumL*C 


CAPITAL  IMPROVEMENT  ADVISORY  COMMITTEE 


Rudolf  Nothenberg 

Chief  Administrative  Officer  and  Chair 

Capital  Improvement  Advisory  Committee 


Members 

Mary  Bums 
General  Manager 
i)f  Recreation  & Park 
IC'partment 

Sam  YtKkey 
Controller 

Richard  Evans 
Director  of  Public  Works 

Dean  Macris 
Director  of  Planning 

Thomas  J.  Elzey 
General  Manager 
of  Public  Utilities 

David  Werdegar,  M.D. 
Director  of  Health 

Louis  A.  Turpen 
Director  of  Airports 

Anthony  DeLucchi 
Director  of  Property 

Michael  Huerta 
Port  Director 

Calvin  Malone 
Secretary,  CIAC 


August  10,  1989 


The  Honorable  Art  Agnos 

The  Honorable  Board  of  Supervisors 

Department  Heads,  Boards  and  Commissions 

Re:  Transmittal  of  the  Six-Year 

Capital  Expenditure  Plan,  1989-90 
through  1994-95 


Ladies  and  Gentlemen: 

The  Annual  Report  of  the  Capital  Improvement  Advisory  Committee  on  the 
maintenance  and  improvement  of  public  buildings  and  structures,  pursuant  to 
Section  3.09  of  the  Administrative  Code,  is  herein  submitted. 


The  Six-Year  Capital  Expenditure  Plan  includes  those  maintenance  and 
improvement  projects  approved  by  the  Board  of  Supervisors  for  the  1989-90 
Capital  Budget,  and  a listing  of  future  maintenance  and  improvement  projects. 


Res 


submitted. 


Rudolf  Nothenberg,  Chatr-> 

Capital  Improvement  Advisory  Committee 
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CIAC,  Room  289,  City  Hall,  San  Francisco,  CA  94102 
Telephone  (415)  554-4851 
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SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1989-90  THROUGH  1994-95 

Overview 


The  Six-Year  Capital  Expenditure  Plan  is  comprised  of  facilities  maintenance  (FM)  and  capital 
improvement  (Cl)  projects  for  1989-90  through  1994-95. 

The  purposes  of  the  Committee's  Six-Year  Capital  Expenditure  Plan  are  to  provide  a listing  of 
all  capital  projects  approved  by  the  Board  of  Supervisors  for  1989-90  as  a part  of  the  annual  budget 
process,  to  provide  a base  for  the  preparation  of  the  capital  budget  for  1990-91,  and  to  provide  a 
five  year  listing  of  future  capital  projects. 

The  Capital  Improvement  Advisory  Committee's  report  displays  each  capital  project  according  to 
the  responsible  department  number  and  then  by  fund  group  and  fund. 


All  projects  contained  in  the  report  are  ranked  according  to  the  Committee's  priority  system. 
The  priority  number  indicates  the  year  in  which  a project  is  being  proposed  for  the  capital  budget. 
This  priority  numbering  series  works  as  follows: 

Priority  100:  A project  proposed  for  1989-90.  Specific  priority  numbers  were  assigned  by 
the  Committee  to  each  project  proposed  for  the  1989-90  Capital  Budget.  A project  with  a 
priority  number  of  "199"  was  a deferment  recommendation  by  the  Committee  for  the  1989-90 
Capital  Budget. 


Priority  200 
Priority  300 
Priority  400 
Priority  500 
Priority  600 


A project  proposed  for  1990-91. 
A project  proposed  for  1991-92. 
A project  proposed  for  1992-93. 
A project  proposed  for  1993-94. 
A project  proposed  for  1994-95. 


For  the  General  Fund  and  General  Fund  Supported  departments,  projects  were  rated  by  the 
following  priority  categories  in  the  first  year  of  the  Plan: 


i 


Priority  101:  Projects  for  a continuing  program  (annual  maintenance  projects). 


Priority  102 

Priority  103 

Priority  104 

Priority  105 

Priority  106 

Priority  107 

Priority  108 

Priority  109 

Priority  110 
facilities. 


Projects  for  the  correction  of  security,  life  safety  or  health  deficiencies. 
Projects  for  the  exterior  preservation  of  buildings. 

Projects  for  the  protection  of  property. 

Projects  for  the  correction  of  building  system  deficiencies. 

Projects  for  the  correction  of  building  component  deficiencies. 

Projects  for  the  preservation  of  exterior  structures. 

Projects  for  the  improvement  of  a building  system  or  component. 

Projects  for  the  improvement  of  the  work  environment. 

Projects  for  the  maintenance  or  improvement  of  the  appearance  of  public 


Priority  111:  Projects  for  the  construction  of  new  capital  facilities. 

Project  priority  assignments  by  the  Committee  for  Special  Fund  projects  generally  follow  the 
recommendations  of  the  responsible  department,  assuming  that  sufficient  funds  were  available  for  the 
projects  being  requested  in  the  1989-90  Capital  Budget. 


ii 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1989-90  THROUGH  1994-95 

Comparative  Table 


The  following  comparative  table  summarizes  by  funding  category  capital  budget  appropriations 
(excluding  supplemental  appropriations)  by  the  Board  of  Supervisors  for  1986-87,  1987-88  and  1988-89 


Funding  Category 

General  Fund^ 
Special  Funds 
Gas  Tax 
Revenue 
Other^ 


1987-88 


$18,746,228 

0 

35,384,653 

17,611,000 


1988-89 


$ 8,899,210 
0 

42,592,985 

16,919,500 


1989-90 


$11,027,615 

0 

51,966,310 

23,671,907 


TOTALS 


$71,741,881 


$68,411,695 


$86,665,832 


1 Includes  Municipal  Railway  Operating  Fund,  San  Francisco  General  Hospital  Operating  Fund  and  Laguna 
Honda  Hospital  Operating  Fund. 

^Includes  Open  Space  and  Park  Renovation  Fund,  Yerba  Buena  Center  Fund,  Clean  Water  Operating  Fund, 
War  Memorial  Special  Fund,  Convention  Facilities  Fund,  Building  Inspection  Fund  and  Municipal 
Railway  Capital  Reserve  Fund. 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THROUGH  1993-94 

General  Obligation  Bond  Schedule 


The  following  list  of  future  general  obligation 
bond  items  is  submitted  in  fulfillment  of 
Administrative  Code  Section  3.05 

★ ★ ★ * * 


Date  of 

Submission 

Description 

Amount 

1989 

Earthquake  Safety  Program 

$ 59,700,000 

•k  -k  -k  ic  ■k 

Listing  of  Possible  Future  General  Obligation  Bond  Items 

Jails  1,  2 and  3,  improvements/expansion. 

Youth  Guidance  Center,  improvements. 

Earthquake  Safety  Program  (Phase  2). 

School  facilities,  reconstruction  (Phase  2). 

Laguna  Honda  Hospital,  ward  improvements/seismic  upgrading. 

San  Francisco  General  Hospital,  improvements/seismic  upgrading. 
Auxiliary  water  Supply  System  (fire  protection),  reconstruction. 
Zoological  Gardens,  improvements. 

Ocean  Beach  Seawall,  construction. 

Street  lighting  and  fire  alarm  improvements/undergrounding. 
Various  public  buildings,  asbestos  abatement. 

Central  Shops,  improvements. 

M.  H.  de  Young  Memorial  Museum,  improvements. 

Municipal/Superior  Courts,  improvements. 
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SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1989-90  THROUGH  1994-95 


Six- Year  Summary  of  Departmental  Requests 
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:BPREP  REPORT  :785 

RUN  DATE:  7-AUG-1989  TIME: 

7:50PM 

CITY  A COUNTY  OF  SAN  FRANCISCO 

SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THRU  1993-94 

PAGE : 3 

DEPT 

NO. 

YEAR  1 

YEAR  2 

YEAR  3 YEAR  4 

YEAR  5 

YEAR  6 

93  CONVENTION  FACILITIES  1>214>500 

SUBTOTAL  F6/FD  02302  1,214 >500 

FG/FD:  02303  WAR  MEMORIAL  SPECIAL  FUND 

46  WAR  MEMORIAL  3,450,353 

SUBTOTAL  FG/FD  02303  3,450,353 

FG/FD:  30001  AIRPORT  OPERATING  FUND 

27  AIRPORT  1,950,000 

SUBTOTAL  FG/FD  30001  1,950,000 

FG/FD:  30700  AIRPORT-CAPITAL  IMPROVEMENT  FD 

27  AIRPORT  2,736,170 

SUBTOTAL  FG/FD  30700  2,736,170 

FG/FD:  31001  MUNICIPAL  RAILWAY  OPERATING 

35  MUNICIPAL  RAILWAY  1,131,517 

SUBTOTAL  FG/FD  31001  1,131,517 

FG/FD:  31501  MUNI  RWY  CAPITAL  RESERVE  FUND 

35  MUNICIPAL  RAILWAY  1,600,000 

SUBTOTAL  FG/FD  31501  1,600,000 

FG/FD:  32001  WATER  DEPT  OPERATING  FUND 

47  WATER  DEPARTMENT  21,689,000 

SUBTOTAL  FG/FD  32001  21,689,000 

FG/FD:  33001  HETCH  HETCHY  OPERATING  FUND 

32  HETCH  HETCHY  PROJECT  18,117,000 

SUBTOTAL  FG/FD  33001  18,117,000 

FG/FD:  34001  SF  HARBOR  OPERATING  FUND 

39  PORT  912,000 

SUBTOTAL  FG/FD  34001  912,000 

FG/FD:  35001  CLEAN  WATER  OPERATING  FUND 

90  PUBLIC  WORKS  6,077,700 

SUBTOTAL  FG/FD  35001  6,077,700 

FG/FD:  36001  HOSPITAL  OPERATING  FUND 


480,000 

480,000 


1,724,200 

1,724,200 


2,145,000 

2,145,000 


3,009,787 

3,009,787 


1,149,408 

1,149,408 


1,600 ,000 
1,600,000 


25,483,700 

25,483,700 


30,290,000 

30,290,000 


0 

0 


10,781,600 

10,781,600 


0 

0 


522,800 

522,800 


2,359,500 

2,359,500 


3,310,766 

3,310,766 


1,149,408 

1,149,408 


1,730,000 

1,730,000 


26,182,000 

26,182,000 


35,473,400 

35,473,400 


0 

0 


11,300,700 

11,300,700 


0 

0 


400,000 

400,000 


2,595,450 

2,595,450 


3,641,843 

3,641,843 


1,149,408 

1,149,408 


0 

0 


23,738,000 

23,738,000 


19,661,000 

19,661,000 


0 

0 


10,435,800 

10,435,800 


0 

0 


400,000 

400,000 


0 

0 


0 

0 


904,408 

904,408 


0 

0 


24,612,000 

24,612,000 


21,890,600 

21,890,600 


0 

0 


10,987,600 

10,987,600 


0 

0 


400,000 

400,000 


0 

0 


0 

0 


829,408 

829,408 


0 

0 


24,033,000 

24,033,000 


12,857,000 

12,857,000 


0 

0 


11,557,000 

11,557,000 


:BPREP  REPORT  :785 

RUN  DATE:  7-AUG-1989  TIME: 

7:50PN 

CITY  S COUNTY  OF  SAN  FRANCISCO 

SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THRU  1993-94 

PAGE:  4 

DEPT 

NO. 

YEAR  1 

YEAR  2 

YEAR  3 YEAR  4 

YEAR  5 

YEAR  6 

86  SAN  FRANCISCO  GENERAL  2,177,100 

SUBTOTAL  F6/F0  36001  2,177,100 


3,263,320 

3,263,320 


2,144,700 

2,144,700 


2,111,440 

2,111,440 


2,571,200  3,725,000 

2,571,200  3,725,000 


F6/FD:  37001  LAGUNA  HONDA  OPERATING  FUND 


85  LAGUNA  HONDA 
SUBTOTAL  FG/FD  37001 


3,548,500 

3,548,500 


4,820,130 

4,820,130 


3 ,508,650 
3,508,650 


1,705,280 

1,705,280 


500,000 

500,000 


500,000 

500,000 


125,892,813  175,032,674  147,648,710  113,143,765  104,982,633 


99,727,685 


GRAND  TOTAL 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1989-90  THROUGH  1994-95 


Departmental  Listings 
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:BPREP  REPORT  :785 

RUN  DATE:  7-AUG-1989  TIME:  7:S0PM 


CITY  i COUNTY  OF  SAN  FRANCISCO 
SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1988-89  THRU  1993-94 


DEPT 

NO.  YEAR  1 YEAR  2 YEAR  3 YEAR  4 YEAR  5 YEAR  6 


86  SAN  FRANCISCO  GENERAL 

SUBTOTAL  FG/FD  36001 

2»177,100 

2>177,100 

3,263,320 

3,263,320 

2,144,700 

2,144,700 

2,111,440 

2,111,440 

2,571,200 

2,571,200 

3,725,000 

3,725,000 

FG/FO:  37001  LAGUNA  HONDA  OPERATING  FUND 

85  LAGUNA  HONDA 

SUBTOTAL  FG/FD  37001 

3,548»500 

3,548,500 

4,820,130 

4,820,130 

3,508,650 

3,508,650 

1,705,280 

1,705,280 

500,000 

500,000 

500,000 

500,000 

GRAND  TOTAL 

125,892,813 

175,032,674 

147,648,710 

113,143,765 

104,982,633 

99,727,685 

SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1989-90  THROUGH  1994-95 


Departmental  Listings 
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:BPREP  REPORT  :784  CITY  S COUMTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:43PH  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT  CIAC  PROJECT/MORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  03  CITY  ATTORNEY 


FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
YEAR  1 

01  199  FM  23601  VAR  AREAS-PAINT/CARPET 

02  199  FH  35201  CH-REMODEL  OFFICE  AREAS 

YEAR  1 TOTAL 


PAGE:  3 


DEPARTNENT  BOARD 

REQUEST  APPROVED 


21 >525  0 

208>900  0 

230 >425  0 


:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7;«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT: 

04  DISTRICT  ATTORNEY 

FUND  GP/FDi 

! 01001  GENERAL 

FUND 

IHHHHHfMK  YEAR  1 

01 

199 

FM 

22101 

H0J-RM4-REM0DEL  LOUNGE  AREA 

37»000 

0 

02 

199 

FM 

22201 

HOJ-REMODEL  OFFICE  AREA 

145 » 300 

0 

03 

199 

FM 

21801 

HOJ-REMOOEL  RECEPT/SEC  AREAS 

54>600 

0 

199 

FM 

22601 

HOJ-INVESTIGATORS  OFF-REMODEL 

151,100 

0 

YEAR  1 TOTAL 

388,000 

0 

PAGE : 4 


:BPREP  REPORT  :784 

RUN  DATE:  7-AU6-1989  TIME: 


7:«PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

RESP  DEPT:  06  SHERIFF 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

08 

199 

Cl 

98901 

JA  3-WINDOM  SCREENS 

270,000 

09 

199 

FM 

22701 

JAIL  3 -ROADWAY  LIGHTING 

58,600 

10 

199 

FM 

21501 

HOJ-JAIL  2-KITCHEN  FLOOR  REPAIRS 

17,750 

YEAR  1 

TOTAL 

346,350 

YEAR  2 

20 

200 

FM 

59204 

HOJ-EXIT  DOOR  DELAY  DEVICES 

47,000 

20 

200 

FM 

59208 

JAIL  3-MENS  BLDG-FLOOR  COVERING 

310,400 

20 

200 

FM 

59228 

JAIL  3 -HEATING  SYS  CONTROLS 

39,000 

20 

200 

FM 

59226 

JAIL  3-WATER  PRESS  REDUCE  VALVES 

29,500 

20 

200 

FM 

59232 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

20 

200 

FM 

59287 

JAIL  3 -PLUMBING  CABINETS 

366,000 

20 

200 

FM 

59294 

JAIL  3 -COURT  YARD  DRAINAGE 

8,400 

20 

200 

FM 

59360 

JAIL  3-WATER  MAIN-BACKFLW  PREVENT 

124,000 

20 

200 

FM 

59357 

JAIL  3-OUTER  SECURITY  FENCE 

239,000 

20 

200 

FM 

59286 

JAIL  3-DORM  TOILETS-RENOVATE 

204,000 

20 

200 

Cl 

99227 

CH-RM  311-REMODEL 

22,000 

20 

200 

Cl 

99262 

JAIL  1/2-BOOKING  COUNTER  SHIELDS 

39,500 

20 

200 

Cl 

99317 

JAIL  3 -AUTO  ELEVATORS 

178,800 

20 

200 

Cl 

99425 

JAIL  2 -SECURITY  LIGHTING 

148,000 

20 

200 

Cl 

99389 

JAIL  3-INSULATE  COLD  WATER  RISERS 

57,000 

20 

200 

Cl 

99387 

JAIL  3 -GARBAGE  COMPACTING  SYSTEM 

130,000 

20 

200 

Cl 

99259 

JAIL  1-VISITING/INTERVIEW  AREAS 

409,000 

20 

200 

Cl 

99238 

JAIL  3-MENS  BLDG-KITCHEN  IMP 

242,000 

20 

200 

Cl 

99228 

JAIL  3-MENS  BLDG-SEGREGATION  DIV 

62,000 

20 

200 

FM 

59284 

JAIL  3-SECURITY  FENCE 

25,000 

20 

200 

FM 

59271 

JAIL  3 -RENOVATE  SHOWER/TOILET 

1,648,800 

20 

200 

FM 

59203 

H0J-7TH  FLOOR-EMERGENCY  POWER 

59,750 

20 

200 

Cl 

99209 

JAIL  3-WINDOW  SCREENS 

297,000 

YEAR  2 

TOTAL 

4,786,150 

YEAR  3 

WWWWWWWX 

30 

300 

Cl 

99361 

JAIL 

2-HOLDING  CELL  MODIFICATION 

150,000 

30 

300 

Cl 

99318 

JAIL 

3-RECREATION  YARD-IMPROVE 

577,800 

30 

300 

FM 

59343 

JAIL 

3-dormitory-repair  ceiling 

78,000 

30 

300 

FM 

59436 

JAIL 

3-OUTER  SECURITY  FENCE 

239,000 

30 

300 

FM 

59342 

JAIL 

3-WATER  SYSTEM-PUMPS 

68,000 

30 

300 

FM 

59335 

JAIL 

3 -WATER  TANK 

277,500 

30 

300 

FM 

59344 

JAIL 

3-MENS  BLDG-FLOOR  COVERING 

295,600 

30 

300 

Cl 

99362 

JAIL 

3 -attorneys  RM-IMPROVEMENTS 

100,000 

30 

300 

Cl 

99386 

JAIL 

3-REPLACE  HEAT/VENT  SYSTEM 

1,822,000 

BOARD 

APPROVED 


0 

0 

0 

0 


PAGE : S 


:BPREP  report  :784 
RUN  DATE:  7-AUG-1989 


TIME: 


7:45PM 


CITY  A COUNTY  OF  SAN 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 


dept  ciac 

PRIO  PRio 


CIP 


30  300 

30  300 


FM 

Cl 


PROJECT/WORKPHASE 

NO.  title 


59309 

99516 


VAR  LOC-MISC  FAC  MAINT  PROJ 
JAIL  3-HINDOW  screens 


YEAR  3 TOTAL 


HKMICWKK*  YEAR  4 IHHHtJHHW 

4^0  400 

<»0  400 

40  400 

40  400 


Cl 

Cl 

Cl 

FM 


99431 

99430 

99429 

59410 


JAIL  3-CELLS-HOT  WATER 
JAIL  3-MAIN  WATER  SVC  LINE 
JAIL  3-SEWAGE  SYS-REPLACE  LINE 
i/AR  LOC-MISC  FAC  MAINT  PROJ 


YEAR  4 TOTAL 


HKMWiontw  YEAR  5 ******** 

50  SOO 

50 


Cl 

FM 


99519 

59516 


3 -ELECT  SYS-MAIN  SWITCHBOARD 
&R  LOC-MISC  FAC  MAINT  PROJ 


YEAR  5 TOTAL 


tm******  YEAR  6 ihhhhhhh* 


60  400 


FM 


59617  VAR  LOC-MISC  FAC  MAINT  PROJ 


YEAR  6 TOTAL 

FUND  GP/FO:  01005  GENERAL  FUNO-PROJCT 


turn*****  YEAR  1 *****’‘** 


01 

101 

02 

199 

03 

199 

04 

199 

05 

199 

06 

199 

07 

199 

PM  23701 
Cl  71601 
PM  31001 
PM  30101 
PM  29401 
PM  30301 
PM  30901 


far  LOC-MISC  FAC  MAINT  PROJ 
tAILS  1/2-SMOKE  REMOVAL 
l»T|_5  1/2 -renovate  showers 
JAIL  1 WOMENS  SECT-TV  SYSTEM 
JAIL  3-ELEVATOR  REPLACEMENT 
JAIL  3-REPLACE  BLOCK  WALL 
JAIL  3-OUTER  SECURITY  FENCE 


YEAR  1 TOTAL 


PAGE : 6 


department 

REQUEST 

100»000 

297>000 

4f004,900 

966 >000 

204 >000 

218 >000 

100 >000 

1>488>000 

195 >000 

100 >000 

295 >000 

BOARD 

approved 

100 >000 

100 >000 

100 >000 
755 >800 
431 >700 
34>100 
684 >000 
51>600 
239>000 

38>990 

0 

0 

0 

0 

0 

0 

2>296>200 

38>990 

CITY  4 COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


;BPREP  report  :784  atom 

RUN  DATE:  7-AUG-1989  TIME:  7:«PM 

PROJECT/MORKPHASE 

ZL  CIP  NO.  TITLE 

RESP  DEPT:  08  TREASURER-TAX  COLLECTOR 
FUND  GP/FD:  01001  GENERAL  FUND 
YEAR  1 

„ 98501  CH-SECURITY/OFFICE  MODIFICATIONS 

01  199  Cl 

YEAR  1 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUNO-PROJCT 
YEAR  1 

P„  20101  CH-RM  107-INTERIOR  PAINTING 


YEAR  1 TOTAL 


PAGE : 7 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


126*000  0 

126,000  0 


52,804 

52,804 


CITY  t COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE:  8 


:BPREP  REPORT  :789 

RUN  DATE:  7-AUG-1989  TINE:  7:<^3PM 


DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

RESP  DEPT:  09  CONTROLLER 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

01 

102 

FM 

21701 

CH-BASENENT  AREAS-ENERG  EXITS 

30>000 

YEAR  1 TOTAL 

YEAR  2 

30 >000 

IR  M M A M 

20 

200 

FM 

59345 

CITY  HALL-RM  4-REPAIR/REPLACE 

75 >000 

20 

200 

FM 

59321 

CH-ISD-ALTER  ELECTRICAL  POHER 

1> 251 >900 

20 

200 

FM 

59346 

CITY  HALL-ISD-REMODEL  VAR  AREAS 

388 >900 

20 

200 

FM 

59221 

CH-RM  4-MODIFY  ELECT  POWER  SYS 

88 >500 

20 

200 

FM 

59327 

CH-EMERGENCY  EXITS/LIGHTS 

25>000 

YEAR  2 TOTAL 

1>829>300 

YEAR  3 

wwwwwwww 

30 

300 

FM 

59427 

CH-EMERGENCY  EXITS/LIGHTS 

25 >000 

YEAR  3 TOTAL 

25>000 

FUND  GP/FO:  01005  GENERAL 

FUND- 

PROJCT 

YEAR  1 

02 

199 

FM 

36301 

CH-RM  4-REPLACE  CHILLER  UNITS 

61 >500 

03 

199 

FM 

36401 

CH-RM  2D-COMPUTER  RN  EXTENSION 

121>200 

BOARD 

APPROVED 


20 >000 
20>000 


0 

0 


YEAR  1 TOTAL 


182 >700 


0 


:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:MPM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  ID  SUPERIOR  COURT 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

01 

199 

FM 

25501 

CH-RM  918-REMODEL  COURTRM/CHAMBER 

02 

199 

FM 

25901 

CH-REPAIR  COURTROOM  DOORS 

03 

199 

FM 

22801 

CH-VAR  RMS-ACOUSTICAL  TILE 

YEAR  1 

TOTAL 

YEAR  2 

ICKKXXyXK 

20 

200 

Cl 

99266 

CH-9TH  FLR-COURTROOMS-AIR  COND 

YEAR  2 

TOTAL 

• 

PAGE:  9 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


633,900  0 

15,000  0 

15,582  0 

663,982  0 


938,000 

938,000 


PAGE:  10 


:BPREP  REPORT  :784  CITY  A COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:43PN  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  11  MUNICIPAL  COURT 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  2 

KKICXJCICKK 

20 

200 

FM 

59358 

HOJ-RH  201-BAIL  BOND  OFFICE 

860,000 

20 

200 

FM 

59211 

HOJ-RENOVATE  COURTROCmS/CHAMBERS 

172,000 

20 

200 

FM 

59328 

CH-RE FURBISH  WOOD  WORK 

18,500 

YEAR  2 TOTAL 

1,050,500 

YEAR  3 

30 

300 

FM 

59312 

HOJ-RENOVATE  COURTROOMS/CHAMBERS 

189,500 

30 

300 

FM 

59429 

CH-REFURBISH  HOOD  WORK 

12,500 

YEAR  3 TOTAL 

202,000 

YEAR  4 

40 

400 

FM 

59435 

CH-RE FURBISH  WOOD  WORK 

12,500 

YEAR  4 TOTAL 

12,500 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

KWWWicuMW  YEAR  1 

wwwwwwww 

• 

01 

199 

FM 

35501 

VAR  COURT  FAC-REPAIR/RENOVATE 

5,000 

02 

199 

FM 

20201 

CH-VAR  AREAS-REFINISH/REMODEL 

12,500 

YEAR  1 TOTAL 


17,500 


0 


:BPREP  REPORT 

:784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME 

: 7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  12 

JUVENILE  COURT 

FUND  GP/FD:  01001  GENERAL 

FUND 

WWWKMWWK  YEAR 

2 XXXXMKXIC 

20 

200 

FM 

59293 

Y6C-VAR  AREAS-REMODEL 

20 

200 

FM 

59289 

LCR-CONSTRUCT  SEWAGE  LABORATORY 

20 

200 

FM 

59214 

LCR-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59238 

LCR-RESURFACE  PLAYGROUND 

20 

200 

FM 

59277 

LCR-SEWAGE  TREAT  PLANT-PAINTING 

20 

200 

FM 

59275 

YGC-VISIT  RESTRM-HANDICAP  ACCESS 

20 

200 

Cl 

99206 

LCR-OUTDOOR  PLAYGROUND  LIGHTS 

20 

200 

FM 

59361 

YGC-INTERIOR/EXTERIOR  PAINT 

20 

200 

FM 

59274 

LCR-VAR  BLDGS-EXT  PAINTING 

20 

200 

FM 

59371 

HVR-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59269 

HVR-REHABILITATION  (PHASE  2) 

20 

200 

FM 

59350 

LCR-MEDICAL  CLINIC-REMODEL 

20 

200 

FM 

59349 

YGC-BLDG  W1-ST0RA6E  ROOM 

20 

200 

FM 

59348 

YGC-REMOVE  BOILER 

20 

200 

Cl 

99390 

YGC-BOYS  CRAFT  RM-REMODEL 

20 

200 

Cl 

99427 

LCR-MODULAR  CLASSROOMS 

20 

200 

FM 

59347 

YGC-EAST  DRIVEWAY-IMPROVE 

20 

200 

FM 

59260 

LCR-VISIT  RESTRM-HANDICAP  ACCESS 

20 

200 

FM 

59213 

YGC-MISC  FAC  MAINT  PROJ 

YEAR  2 TOTAL 
YEAR  3 


30 

300 

Cl 

99349 

LCR-REC  HALL  ADDITION 

30 

300 

FM 

59337 

LCR-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59439 

YGC-INTERIOR/EXTERIOR  PAINT 

30 

300 

Cl 

99383 

LCR-SOLAR  HEATING  SYSTEM 

30 

300 

FM 

59359 

HVR-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59336 

YGC-MISC  FAC  MAINT  PROJ 

YEAR  3 TOTAL 


YEAR  4 KiHHHUHHf 


40 

400 

FM 

59437 

HVR-MISC  FAC  MAIMT  PROJ 

40 

400 

FM 

59532 

YGC-INTERIOR/EXTERIOR  PAINT 

40 

400 

FM 

59433 

LCR-MISC  FAC  MAINT  PROJ 

40 

400 

FM 

59432 

YGC-MISC  FAC  MAINT  PROJ 

YEAR  4 TOTAL 

YEAR  5 MKKMItKICK 

500  FM  59531  HVR-MISC  FAC  MAIMT  PROJ 


50 


PAGE:  11 


DEPARTMENT 

REQUEST 


74 >850 
43 >000 
80 >000 
48 >000 
26 >500 
15>000 
96 >000 
250 >000 
86 >500 
50 >000 
56 >700 
25>000 
25>000 
50>000 
25>000 
70>000 
150 >000 
16 >500 
175 >000 

1>363>050 


94 >500 
80>000 
250 >000 
19>500 
50 >000 
175 >000 

669>000 


50 >000 
250 >000 
80  >000 
175>000 

555 >000 


BOARD 

APPROVED 


50>000 


:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO  PAGE: 

RUN  DATE:  7-AU6-1989  TIME:  7:43PH  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

50 

500 

Cl 

99398 

YGC-PARKING  AREA  CONSTRUCTION 

50,000 

50 

500 

FM 

59528 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

50 

500 

FM 

59527 

YGC-MISC  FAC  MAINT  PROJ 

175,000 

YEAR  5 TOTAL 

355,000 

KiHHHUum  YEAR  6 

60 

600 

FM 

59627 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

60 

600 

FM 

59631 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

60 

600 

FM 

59626 

YGC-MISC  FAC  MAINT  PROJ 

175,000 

YEAR  6 TOTAL 

305,000 

FUND  GP/FD:  01005  GENERAL 

FUND- 

•PROJCT 

YEAR  1 

01 

101 

FM 

31101 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

185,000 

02 

101 

FM 

31201 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

33,900 

03 

101 

FM 

26701 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

22,600 

09 

102 

FM 

35801 

LCR-SENAGE  TREAT  PT-MODIFICATIONS 

927,800 

270,000 

05 

199 

FM 

32101 

YGC-INTERIOR/EXTERIOR  PAINTING 

250,000 

0 

06 

199 

FM 

35901 

LCR-REPLACE  SENER  LINES 

231,000 

0 

07 

199 

Cl 

61701 

LCR-EMER6  ELECT  SYSTEM 

259,300 

0 

08 

199 

Cl 

67901 

YGC-VAR  BLDGS-ROOFING 

370,000 

0 

09 

199 

FM 

32901 

LCR-PUMP  STA-ACCESS  ROAD 

52,000 

0 

10 

199 

FM 

32301 

YGC-ROOF  AREA-SHEETMETAL  PAINTING 

89,000 

0 

11 

199 

FM 

35901 

LCR-PUMP  STA-FUEL  STORAGE  TANK 

99,500 

0 

12 

199 

FM 

29901 

YGC-GYMS-RE FINISH  FLRS/BACK  STOPS 

91,500 

0 

Z>135>100  511»500 


12 


YEAR  1 TOTAL 


PAGES  13 


sBPREP  report  s78<V 
RUN  DATE:  7-AUG-1989 


TIME;  7;<^3PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
WPITAL  BUDGET  BY  DEPT  PRIORITY 


DEPT  CIAC 

PRIO  PWO 


CIP 


RESP  DEPT;  13  ADULT  PROBATION 
FUND  GP/FDt  01001  GENERAL  FUND 


YEAR  1 »»<«««»» 
01  199 


FM 


PROJECT/MORKPHASE 

NO.  title 


22901  HOJ-VAR  0FFICES-REM0DELIN6 


YEAR  1 TOTAL 


department 

REQUEST 


BOARD 

APPROVED 


31»802 

51,802 


7;«PH 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE:  14 


:BPREP  REPORT  :784 

RUN  DATE:  7-AUG-1989  TIME: 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

RESP  DEPT:  15  COUNTY  CLERK 
FUND  GP/FD:  01001  GENERAL  FUND 
YEAR  1 WXWWMWNK 


02 

199 

FM  39501 

CH-ROOM  317-PAINT 

OFFICE  AREA 

8,475 

YEAR  1 

TOTAL 

8,475 

FUND  GP/FD:  01005  GENERAL 

FUND-PROJCT 

ICKKKXKKIC 

YEAR  1 

01 

199 

FM  32701 

YGC-RM  101-SERVICE 

NINDOHS 

12,132 

03 

199 

FM  20901 

CH-RM  317-COUNTER 

FLOOR  COVERING 

147,800 

YEAR  1 

TOTAL 

159,932 

BOARD 

APPROVED 


0 

0 

0 

0 

0 


tBPREP  REPORT 

RUN  DATE:  7-AUG-1989  TIME:  7:93PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT  CIAC 

PRIO  PRIO  CIP 


PROJECT/WORKPHASE 
NO.  TITLE 


RESP  DEPT:  25  MAYOR 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

02  199  FM 

YEAR  1 TOTAL 

IHHHfJHMH*  YEAR  2 

20  200  Cl 

20  200  Cl 

20  200  FM 

YEAR  2 TOTAL 


YEAR  3 imhhhuhhi 
30  500  FM 

YEAR  3 TOTAL 
JHHHHHI**  YEAR  9 ********* 

AO  900  FM 

YEAR  9 TOTAL 

YEAR  5 ***»**«» 

50  500  FM 

YEAR  5 TOTAL 
*»«**«*»  YEAR  6 ******** 

60  600  FM 


22001  CH-RM  200-REFINISH  WOODWORK 


99933  100  LARKIN-HANDICAPPED  RAMP 

99396  HUTCH  CTR-LIGHTING  IMPROVEMENTS 

B9329  VAR  LOC-MISC  FAC  MAINT  PROJ 


59996  VAR  LOC-MISC  FAC  MAINT  PROJ 


59A47  VAR  LOC-MISC  FAC  MAINT  PROJ 


59550  VAR  LOC-MISC  FAC  MAINT  PROJ 


59699  VAR  LOC-MISC  FAC  MAINT  PROJ 


YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


YEAR  1 ******** 

01  101  FM 

03  199  FM 


29501 

32901 


VAR  LOC-MISC  FAC  MAINT  PROJ 
YOUTH  PARK-REPAIR  FOUNDATION 


YEAR  1 TOTAL 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


3»500  0 

3 >500  0 

15>000 
75 >000 
100 >000 

190 >000 

100 >000 

100 >000 

100 >000 
100 >000 

100 >000 
100 >000 

100 >000 

100 >000 


100 >000  60 >700 

63 >000  0 

163 >000  60 >700 


PAGE: 
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:BPREP  report  :784 
RUN  DATE:  7-AUG-1989 


TIME:  7:43PM 


CITY  A COUNTY  OF  SAN  FRJNCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

PRIO 


CIAC 

PRIO 


CIP 


PROJECT/WORKPHASE 

NO.  TITLE 


RESP  DEPT:  27  AIRPORT 

fund  GP/FD:  30001  AIRPORT  OPERATING  FUND 
YEAR  1 


10 

10 

10 

10 

10 


100 

100 

100 

100 

100 


YEAR  1 TOTAL 
YEAR  2 


20 

20 

20 

20 

20 


200 

200 

200 

200 

200 


YEAR  2 TOTAL 

YEAR  3 KKXXWW** 


30 

30 

30 

30 

30 


300 

300 

300 

300 

300 


YEAR  3 TOTAL 
tHtKKKKWM  YEAR  4 IHHHHHHH* 


40 

40 

40 

40 

40 


400 

400 

400 

400 

400 


FM 

FM 

FM 

FM 

FM 


FM 

FM 

FM 

FM 

FM 


FM 

FM 

FM 

FM 

FM 


FM 

FM 

FM 

FM 

FM 


30001 

40001 

45001 

50001 

20001 


59202 

59204 

59203 

59205 
59201 


59302 

59303 
59305 

59304 
59301 


59403 
59402 
59405 

59404 
59401 


TERMINAL-FAC  MAINT 
GROUNDS-FAC  MAINT 
UTILITIES-FAC  MAINT 
airport  SUPPORT-FAC  MAINT 
AIRFIELD-FAC  MAINT 


UTILITIES-FACILITIES  MAINTENAWE 

Srfielo-facilities  maintenance 

TERMINAL-FACILITIES  MAINTENANCE 

ctounoside-facilities 

AIRPORT  SUPPORT-FACILITIES  MAINT 


UTILITIES-FACILITIES  MAINTENAWE 

terminal-facilities  maintenance 
gSdside-facilities  maintenance 

AIRFIELD-FACILITIES  MAINTENANCE 
AIRPORT  SUPPORT-FACILITIES  MAINT 


terminal-facilities  maintenance 

mUmES-FACILITIES  MAINTENANCE 

SoSoSIOE-FACILITIES  MU^ENAWE 

AIRFIELD-FACILITIES  MAINTENANCE 
AIRPORT  SUPPORT-FACILITIES  MAINT 


YEAR  4 TOTAL 

FUND  GP/FD:  30700  AIRPORT-CAPITAL  IMPROVEMENT  FO 
YEAR  1 

^00  Cl  75001  GROUNDSIDE  IMPROVEMENTS 


department 

request 


360»000 
150»000 
360 >000 
<t50>000 
630 >000 

1> 950 >000 


396 >000 
693 >000 
396 >000 
165 >000 
<»95>000 

2>145>000 


435 >600 
935 >600 
181 >500 
762 >300 
544 >500 

2>359>500 


479>160 
479 >160 
199>650 
838 >530 
598 >950 

2 >595 >450 


2>736>170 

2>736>170 


board 

approved 


360 >000 
150 >000 
360 >000 
950 >000 
630 >000 

1 >950 >000 


2>736>170 

2,736>170 


YEAR  1 TOTAL 


I 


;BPREP  report  :784 
RUN  DATE:  7-AUG-1989 


TIME: 


7:45PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT  CIAC 

PRIO  PRio 


PROJECT/WORKPHASE 
CIP  NO.  TITLE 


IHHHHIKlHf  YEAR  2 ******** 

20  200  Cl 

YEAR  2 TOTAL 
It*******  YEAR  5 

30  500 

YEAR  3 TOTAL 


99205  GROUNDSIDE  AREA  IMPROVEMENTS 


99505  GROUNDSIDE  AREA  IMPROVEMENTS 


YEAR  4 ******** 

90  400  Cl 

YEAR  4 TOTAL 


99903  GROUNDSIDE  AREA  IMPROVEMENTS 


DEPARTMENT  BOARD 

REQUEST  approved 


5,009»787 

5»009,787 

5*510,766 

3,310,766 

3,641,843 

3,641,843 


PAGE: 
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:BPREP  REPORT  : 
RUN  DATE:  7-AUG 

76^ 

-1989 

CITY  A COUNTY  OF  SAN  FRANCISCO 
TIME:  7:«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

PAGE 

DEPT 

PRIO 

CIAC 

PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  28  ART  COMMISSION 
FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 XMKWWNWM 


01 

101 

FM 

22501 

VAR  LOC-MISC  FAC  MAINT  PROJ 

85 >000 

73 >450 

03 

105 

Cl 

61101 

MIS  CUL  CTR-HEATING  SYSTEM 

216 >800 

216 >800 

04 

199 

FM 

42901 

VAR  CUL  CTRS-EXT  PAINTING/REPAIRS 

42 >000 

0 

08 

199 

Cl 

63401 

SOM  CUL  CTR-IMPROVEMENTS 

1>423>000 

0 

YEAR  1 

TOTAL 

1>766>800 

290 >250 

YEAR  2 

wwwwwwww 

20 

200 

FM 

59234 

VAR  LOC -MONUMENT  REHABILITATE 

50 >000 

20 

200 

Cl 

99207 

MIS  CUL  CTR-IMPROVEMENTS 

960 >000 

20 

200 

FM 

59276 

NEST  ADD  CULTURAL  CTR-DOORS 

8>300 

20 

200 

Cl 

99205 

NEST  ADD  CUL  CTR-IMPROVE 

975 >000 

20 

200 

Cl 

99212 

SOM  CUL  CTR-IMPROVE 

1>506>000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

70 >000 

YEAR  2 

TOTAL 

3>569>300 

MMKKKKKM 

YEAR  3 

30 

300 

FM 

59314 

VAR  LOC-MONUNENT  REHABILITATE 

50 >000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

70 >000 

30 

300 

Cl 

99330 

MIS  CUL  CTR-IMPROVEMENTS 

422>000 

YEAR  3 

TOTAL 

542>000 

YEAR  4 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

70 >000 

YEAR  4 

TOTAL 

70 >000 

YEAR  5 

wwwwwwww 

so 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

70 >000 

YEAR  5 

TOTAL 

70 >000 

YEAR  6 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

70 >000 

YEAR  6 

TOTAL 

70 >000 

18 


FUND  GP/FD:  OlOOS  GENERAL  FUND-PROJCT 


:BPREP  REPORT  !784 

RUN  DATE!  7-AUG-1989  TIME:  7:«PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT  CIAC 

PRIO  PRIO 


PROJECT/WORKPHASE 
CIP  NO.  TITLE 


DEPARTMENT 

REQUEST 


BOARD 

APPROVED 


PAGE: 


YEAR  1 ww***w»» 


02 

105 

FM 

05 

199 

Cl 

06 

199 

FM 

07 

199 

Cl 

35001  VAR  CUL  CTRS-PLUMBING  REPAIRS 

67901  MIS  CUL  CTR-IMPROVEMENTS 

33101  WEST  ADD  CUL  CTR-REPLACE  ROOF 

68001  WEST  ADD  CUL  CTR-IMPROVEMENTS 


58>000 

966,600 

96,000 

1,106,000 


57,600 

0 

0 

0 


2,226,600  57,600 


19 


YEAR  1 TOTAL 


:BPREP  REPORT  :784 

RUN  DATE:  7-AUG-1989  TIMES  7s^3PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE: 


DEPT 

PRIO 


CIAC 

PRIO 


CIP 


RESP  DEPT:  31  FIRE  DEPARTMENT 
FUND  GP/FD:  01001  GENERAL  FUND 
IHMiHHHHf  YEAR  1 IHHHHHHfM 


03 

0<» 

YEAR  1 TOTAL 


199 

199 


Cl 

Cl 


iHHuanHm  YEAR  2 )H(ihhhhh» 


YEAR  3 TOTAL 


YEAR  4 


PROJECT/WORKPHASE 
NO.  TITLE 


6^01 

72001 


VAR  LOC-INSTALL  HYDRANTS 
VAR  FIRE  STA-APPARATUS  DOORS 


DEPARTMENT 

REQUEST 


40,000 

400.800 

440.800 


20 

200 

Cl 

9928S 

THIN  PEAKS  RES-INTRUSION  ALARM 

85,400 

20 

200 

Cl 

99210 

STA  31-HOSE  STORAGE  BUILDING 

27,100 

20 

200 

Cl 

99208 

VAR  STA-APPARATUS  DOORS 

340,000 

20 

200 

FM 

59322 

VAR  STA-GAS  CONSERVATION  PROJ 

15,980 

20 

200 

Cl 

99201 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

40,000 

20 

200 

FM 

59372 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

20 

200 

Cl 

99224 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

65,500 

20 

200 

Cl 

99223 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

20 

200 

Cl 

99219 

TRAIN  CTR-HIGH  PRESSURE  HYDRANT 

13,000 

20 

200 

Cl 

99218 

TRAIN  CTR-LOH  PRESSURE  HYDRANT 

35,200 

20 

200 

FM 

59220 

VAR  STA-INSTALL  PARTITIWS 

35,915 

20 

200 

FM 

59231 

STA  NO  22-CLOTHES  DRIER 

10,050 

20 

200 

FM 

59202 

PUMP  STA  1-REPAIR  TUNNEL 

82,800 

20 

200 

FM 

59333 

VAR  STA-FEMALE  FAC-ALTERATIONS 

372,500 

T 2 

TOTAL 

1,423,445 

KMt 

YEAR  3 

30 

300 

Cl 

99229 

DRILL  TOWER-IMPROVEMENTS 

11,200 

30 

300 

Cl 

99350 

VAR  STA-APPARATUS  DOORS 

283,000 

30 

300 

Cl 

99301 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

40,000 

30 

300 

Cl 

99305 

STA  8-STUDY  ROOM 

15,000 

30 

300 

Cl 

99341 

TRAIN  CTR-CLASSROOMS 

50,000 

30 

300 

Cl 

99304 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

30 

300 

Cl 

99302 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

72,000 

30 

300 

FM 

59362 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

30 

300 

FM 

59448 

VAR  STA-FEMALE  FAC-ALTERATIONS 

381,100 

1,1S2,300 


BOARD 

APPROVED 


40 

400 

FM 

59440 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

200,000 

40 

400 

Cl 

99401 

VAR 

LOC-INSTALL  FIRE  HYDRANTS 

40,000 

40 

400 

Cl 

99403 

VAR 

STA-FIRE  SPRINKLER  SYSTEM 

100,000 

40 

400 

FM 

59402 

MISC  FAC  MAINT  PROJ 

200,000 

20 


:BPREP  REPORT  :784  CITY  S COUtfTY  OF  SAN  FRANCISCO 


RUN  DATE 

! 7-AUG 

-1989  TIME 

; 

7:45PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

YEAR  4 

TOTAL 

««««»,«»* 

YEAR  5 

50 

500 

Cl 

99565 

HEADQUARTERS  BLDG-E>aEND  4TH  FLR 

50 

500 

Cl 

99501 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

50 

500 

Cl 

99507 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

50 

500 

FM 

59555 

VAR  LOC-MISC  FAC  MAINT  PROJ 

50 

500 

FM 

59502 

MISC  FAC  MAINT  PROJ 

YEAR  5 

TOTAL 

WWWKWWWM 

YEAR  6 

60 

600 

Cl 

99601 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

60 

600 

FM 

59652 

VAR  LOC-MISC  FAC  MAINT  PROJ 

YEAR  6 

TOTAL 

FUND  6P/FD:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

wxwwwwww 

02 

101 

FM 

29501 

VAR  LOC-MISC  FAC  MAINT  PROJ 

01 

106 

FM 

55501 

VAR  STA-WOMAN  FAC -ALTERATIONS 

05 

199 

FM 

55401 

VAR  STA-APPARATUS  DOOR  CONTROLS 

06 

199 

FM 

26501 

PUMP  STA  2-PLATFORM 

YEAR  1 TOTAL 


PAGE:  21 


DEPARTMENT 

REQUEST 

540^000 


750 >000 
40 >000 
100 >000 
200>000 
200>000 

1>290>000 


40 >000 
200 >000 

240 >000 


200 >000 
257 >400 
72>000 
12>200 


BOARD 

APPROVED 


62 >150 
257>400 
0 
0 


541 >600 


319>550 


:BPREP  REPORT  :78<f 

RUN  DATE;  7-AUG-1989  TIME:  7;A3PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE: 


DEPT  CIAC 

PRIO  PRIO 


PROJECT/WORKPHASE 
CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  32  KETCH  HETCHY  PROJECT 

FUND  GP/FO:  33001  KETCH  HETCHY  OPERATING  FUND 


YEAR  1 


01 

101 

Cl 

80301 

STREET  LIGHTING  REPAIR  REPLACE 

500>000 

500,000 

01 

101 

FM 

37701 

TROLLEY  POLE  FAC-MAINTENANCE 

391>000 

391,000 

01 

101 

Cl 

76201 

SJ  PIPELINE-REPAIR 

3»000>000 

3,000,000 

01 

101 

Cl 

77401 

OLD  MOCCASIN  POHERHOUSE  REHAB 

445>000 

445,000 

01 

101 

Cl 

82101 

MOCCASIN-TAILRACE  IMPROVE 

587>000 

587,000 

01 

101 

Cl 

81501 

CHERRY  VAL  DAM-STREAM  GAGE 

40,000 

40,000 

01 

101 

Cl 

82401 

O'S  DAM-NATER  TANK  REPLACE 

123,000 

123,000 

01 

101 

Cl 

75401 

E INTAKE  DAN  REPAIR  SPALLED  CON 

808,000 

808,000 

01 

101 

Cl 

82901 

SCADA  MODIFICATIONS 

650,000 

650,000 

01 

101 

Cl 

83101 

MOC  PEN-SADDLE  REPLACE 

1,003,000 

1,003,000 

01 

101 

Cl 

83301 

HOLM  PNRHSE -DRAIN  CONTROL 

50,000 

50,000 

01 

101 

Cl 

83401 

CAN  TUN-SAND  TRAP  BOX 

825,000 

825,000 

01 

101 

Cl 

83701 

RELAY  MODIFICATION 

184,000 

184,000 

01 

101 

Cl 

83801 

EARLY  INT-SLUICE  GATES 

184,000 

184,000 

01 

101 

Cl 

84001 

TRANSFORMER  INVENTORY 

103,000 

103,000 

01 

101 

Cl 

83601 

PREVENTIVE  MAINT 

325,000 

325,000 

01 

101 

Cl 

67001 

RESURFACE  ROADS-HETCH  HETCHY 

52,000 

52,000 

01 

101 

Cl 

63001 

T0P-A8B 

875,000 

875,000 

02 

102 

Cl 

81601 

ELECTRONIC  GOVERNOR  SYSTEM 

1,000,000 

1,000,000 

02 

102 

Cl 

66001 

TUNNELS  P/L  MOCCASIN  TO  ALAMEDA  R 

136,000 

136,000 

02 

102 

FM 

38001 

HETCH  HETCHY  BLDGS-MAINT/REP 

236,000 

236,000 

02 

102 

Cl 

60701 

PRIEST  RESERVOIR  DIVERSION  CHANNE 

150,000 

150,000 

02 

102 

Cl 

66301 

REPLACE  a REPAIR  HUGHTS-LEITHOLD 

1,172,000 

1,172,000 

02 

102 

Cl 

69501 

EL  DAM-SEAL  CONCRETE  FACE 

672,000 

672,000 

02 

102 

Cl 

82701 

COMPUTER  DRAHING  CONTROL 

200,000 

200,000 

02 

102 

Cl 

82801 

MPH  EXCITATION 

350,000 

350,000 

02 

102 

Cl 

84101 

MTN  TUN-LINING  REPAIR 

125,000 

125,000 

02 

102 

Cl 

83901 

VALUE  AUTOMATION-O'S 

90,000 

90,000 

02 

102 

Cl 

83201 

SJP  CROSSOVERS 

150,000 

150,000 

02 

102 

Cl 

80601 

MUNI  FAC-ENERGY  CON  RETROFITS 

260,000 

260,000 

02 

102 

Cl 

82201 

TRNS  LINES  STUDY 

120,000 

120,000 

02 

102 

Cl 

82301 

ACOUSTIC  METERS 

500,000 

500,000 

02 

102 

Cl 

82501 

COMPUTER-BAS  MAINT 

375,000 

375,000 

02 

102 

FM 

37901 

MOC/NENARK  TRANS  LINE  l>mS-PAINT 

187,000 

187,000 

03 

103 

Cl 

80401 

HETCHY  ROAD  MAINTENANCE 

1,077,000 

1,077,000 

03 

103 

Cl 

62301 

TOP  f REHAB) 

560,000 

560,000 

03 

103 

Cl 

83001 

COTTAGE  REH  0‘SHA 

341,000 

341,000 

03 

103 

FM 

38901 

FOOTHILL  TUN  GATES  1/2-CONTROLS 

30,000 

30,000 

03 

103 

Cl 

83501 

UNIT  UPGRADE  STUDY 

121,000 

121,000 

03 

103 

Cl 

82601 

EARLY  INT-SAND  STORAGE 

120,000 

120,000 

YEAR  1 TOTAL  18»117,000  18>117,000 


22 


year  2 


:BPREP  REPORT  : 

784 

CITY  8 COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG 

-1989 

TIME:  7i 

143PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

2D 

200 

FM 

59215 

MOC/NEWARK  TRANS  LINE-PAINT  TOWER 

198»000 

20 

200 

Cl 

99315 

EARLY  INTAKE  ROAD-STABILIZATION 

3>000>000 

20 

200 

Cl 

99320 

WARNERVILLE  SWTCHYRD-DELUGE  DRAIN 

470*000 

20 

200 

FM 

59213 

TROLLEY  POLES-REPAIR/PAINT 

414*000 

20 

200 

Cl 

99415 

SAN  JOAQUIN  P/L  CROSSOVERS 

1*005*000 

20 

200 

Cl 

99206 

PRIEST  RESERVOIR  BYPASS 

684*000 

20 

200 

Cl 

99213 

OLD  MOC  POWERHOUSE -RECONSTRUCT 

2*956*000 

20 

200 

Cl 

99513 

HOLM  POWERHSE -DRAIN  CONTROL  SYS 

469*000 

20 

200 

Cl 

99222 

MOUNTAIN  TUNNEL-REPAIR  LINING 

5*695*000 

20 

200 

Cl 

99225 

VAR  LOC-DOMESTIC  LINES-REPLACE 

557*000 

20 

200 

Cl 

99232 

CHERRY  VALLEY  BLD6-REHABILITATE 

652*000 

20 

200 

Cl 

99241 

MAINTENANCE  MANAGEMENT  PROGRAM 

1*200*000 

20 

200 

Cl 

99242 

MUNI  FAC-ENERGY  CONS  RETROFITS 

230*000 

20 

200 

Cl 

99239 

MOCCASIN  SHOP  BLDGS-REPLACEMENT 

2*014*000 

20 

200 

Cl 

99226 

MOCCASIN  COTTAGES-REHABILITATE 

350*000 

20 

200 

Cl 

99221 

VAR  ROADS-RECONSTRUCTION 

1*163*000 

20 

200 

Cl 

99218 

RESURFACE  ROADS 

55*000 

20 

200 

Cl 

99217 

TUNNE  LS/PIPE  LINE -RECONSTRUCTION 

144*000 

20 

200 

Cl 

99211 

VAR  LOC-STREETLIGHT  REPLACE  PROG 

3*498*000 

20 

200 

Cl 

99208 

SAN  JOAQUIN  PIPELINE-REPAIRS 

4*230*000 

20 

200 

Cl 

99204 

TROLLEY  COACH  OVRHD  PROGCRR) 

230*000 

20 

200 

Cl 

99246 

ST  LIGHT  FAC-REPAIR/REPLACE 

500*000 

20 

200 

FM 

59202 

VAR  BLDGS-MAINTENANCE 

251*000 

20 

200 

Cl 

99203 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325*000 

YEAR  2 TOTAL 

30*290*000 

iHHHHtmHf  YEAR  3 

30 

300 

Cl 

99308 

VAR  LOC-STREETLIGHT  REPLACE  PROG 

4*876*000 

30 

300 

Cl 

99312 

RESURFACE  ROADS 

58*000 

30 

300 

Cl 

99318 

MUNI  FAC-ENERGY  CONS  RETROFITS 

200*000 

30 

300 

Cl 

99321 

ST  LIGHT  FAC-REPAIR/REPLACE 

500*000 

30 

300 

Cl 

99319 

HETCH  HETCHY-RADIO  INFO  SYSTEM 

466*400 

30 

300 

Cl 

99317 

O'SHAUGHNESSY  PWR  DISTRIBUTION 

212*000 

30 

300 

Cl 

99505 

KIRKWOOD/HOLM  PENSTS-INT  LINING 

2*100*000 

30 

300 

Cl 

99316 

PRIEST  RESERVOIR  BYPASS 

9*110*000 

30 

300 

Cl 

99314 

VAR  ROADS-RECONSTRUCTION 

1*238*000 

30 

300 

Cl 

99311 

TUNNE  LS/PIPE  LINE -RECONSTRUCTION 

153*000 

30 

300 

Cl 

99307 

MAINTENANCE  MANAGEMENT  PROGRAM 

825*000 

30 

300 

Cl 

99306 

SAN  JOAQUIN  PIPE LINE -REPAIRS 

4*745*000 

30 

300 

Cl 

99305 

WATER  TREATMENT  FACILITIES 

3*560*000 

30 

300 

Cl 

99214 

TROLLEY  COACH  OVRHD  PROG  (AB) 

375*000 

30 

300 

FM 

59317 

MOC/NEWARK  TRANS  LINE-PAINT  TOWER 

210*000 

30 

300 

Cl 

99224 

O'SHAUGNESSY  BOAT  RAMP -RESURFACE 

175*000 

30 

300 

FM 

59314 

TROLLEY  POLES-REPAIR/PAINT 

439,000 

30 

300 

Cl 

99304 

TROLLEY  COACH  OVRHD  PROGCRR  1 

240*000 

30 

300 

FM 

59302 

VAR  BLDGS-MAINTENANCE 

266*000 

30 

300 

Cl 

99322 

MOUNTAIN  TUNNEL-REPAIR  LINING 

5*400*000 

30 

300 

Cl 

99302 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325*000 

BOARD 

APPROVED 


PAGE: 
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;BPREP  REPORT  :784 
RUN  DATE:  7-AUG-1989 


TIME:  7:43PM 


DEPT 
PRIO 

YEAR  3 TOTAL 

YEAR  4 


CIAC 

PRIO 


CIP 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE! 


PROJECT/NORKPHASE 
NO.  TITLE 


DEPARTMENT 

REQUEST 

35 >473 ,400 


40 

400 

Cl 

99313 

MOCCASIN-SHOP  BUILDINGS-REPLACE 

2,046,000 

40 

400 

Cl 

99201 

LOH  HEAD  GENERATING  FACILITIES 

150,000 

40 

400 

Cl 

99403 

MUNI  FAC -ENERGY  CONS  RETROFITS 

200,000 

40 

400 

Cl 

99408 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

2,359,000 

40 

400 

Cl 

99402 

TROLLEY  COACH  OVRHD  PROG(RR) 

650,000 

40 

400 

Cl 

99233 

MOCCASIN  PWRHSE-ENERGY  ABSORBERS 

1,489,500 

40 

400 

FM 

59408 

TROLLEY  POLES-REPAIR/PAINT 

465,000 

40 

400 

FM 

59411 

MOC/NEHARK  TRANS  LINE -PAINT  TOWER 

222,000 

40 

400 

Cl 

99410 

TWJNE LS/PIPE LINE -RECONSTRUCTION 

162,000 

40 

400 

Cl 

99416 

MOUNTAIN  TUNNEL-REPAIR  LINING 

5,640,000 

40 

400 

Cl 

99417 

ST  LIGHT  FAC -REPAIR/REPLACE 

500,000 

40 

400 

Cl 

99414 

VAR  ROADS-RECONSTRUCTION 

1,307,000 

40 

400 

Cl 

99511 

BRYANT  ST  FAC -OFF  SPACE  IMPROVE 

263,700 

40 

400 

Cl 

99515 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

40 

400 

Cl 

99512 

HUGHES/LEITHOLD  LINES-REPLACE 

1,755,000 

40 

400 

Cl 

99510 

BRYANT  ST  FAC -GENERAL  REPAIRS 

382,800 

40 

400 

Cl 

99411 

RESURFACE  ROADS 

62,000 

40 

400 

FM 

59402 

VAR  BLDGS-MAINTENANCE 

282,000 

40 

400 

Cl 

99412 

TROLLEY  COACH  OVRHD  PROG  tAB) 

900,000 

40 

[ 4 TOTAL 

400 

Cl 

99418 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

19,661,000 

BOARD 

APPROVED 

27,349,600 


YEAR  5 WKWiHUHtw 


50 

500 

Cl 

99237 

WATER  TRANSMISSION  DEMANDS  STUDY 

250,000 

50 

500 

FM 

59509 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

235,000 

50 

500 

Cl 

99506 

TUNNE  LS/PIPE  LINE -RECONSTRUCTION 

172,000 

50 

500 

Cl 

99509 

VAR  ROADS-RECONSTRUCTION 

1,385,000 

50 

500 

Cl 

99507 

RESURFACE  ROADS 

65,000 

50 

500 

Cl 

99503 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

4,881,600 

50 

500 

Cl 

99301 

LOW  HEAD  GENERATING  FACILITIES 

7,485,000 

50 

500 

FM 

59505 

TROLLEY  POLES-REPAIR/PAINT 

493,000 

50 

500 

FM 

59502 

VAR  BLDGS-MAINTENANCE 

299,000 

50 

500 

Cl 

99516 

MUNI  FAC-ENERGY  CONS  RETROFITS 

200,000 

50 

500 

Cl 

99517 

MOUNTAIN  TUNNEL-REPAIR  TUNNEL 

6,100,000 

50 

500 

Cl 

99502 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

YEAR  5 TOTAL 

21,890,600 

YEAR  6 

XXKKKICKM 

60 

600 

Cl 

99603 

TUNNELS/PIPELINE-RECONSTRUCTION 

179,000 

60 

600 

Cl 

99606 

VAR  ROADS-RECONSTRUCTION 

1,443,000 

60 

600 

Cl 

99607 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

60 

600 

Cl 

99604 

RESURFACE  ROADS 

68,000 

60 

600 

FM 

59604 

TROLLEY  POLES-REPAIR/PAINT 

516,000 

24 


:BPREP  REPORT  : 
RUN  DATE!  7-AUG 

784 

-1989 

TIME:  7:43PM 

CITY  8 COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 

DEPT 

CIAC 

FISCAL  YEAR  1989-90 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

Cl 

99401 

LOW  HEAD  GENERATING  FACILITIES 

60 

600 

Cl 

99602 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

60 

600 

Cl 

99514 

SAN  JOAQUIN  P/L  NO  3-FIELD  JOINTS 

60 

600 

FM 

59602 

VAR  BLDGS-MAINTENANCE 

60 

600 

FM 

59608 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

60 

600 

Cl 

99609 

MUNI  FAC-ENER6Y  CONS  RETROFITS 

60 

600 

Cl 

99601 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

YEAR  6 TOTAL 


PAGE : 25 


DEPARTMENT 

REQUEST 

3»810,000 
2 >500  >000 
2 >753 >000 
317>000 
245  >000 
200 >000 
325>000 

12>857>000 


BOARD 

APPROVED 


:BPREP  REPORT  :784 

RUN  DATE:  7-AUe-1989  TIHE:  7:43PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE: 


DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  35  MUNICIPAL  RAILHAY 


FUND  GP/FD:  31001  MUNICIPAL  RAILHAY  OPERATING 


VC  AS  1 


07 

101 

FM 

22501 

MISC  FAC  MAINT  PROJ 

525,000 

593,250 

01 

102 

FM 

23301 

CHURCH  S DUBOCE  TRACK 

50,000 

50,000 

02 

102 

FM 

23401 

GREEN  CENTER  TRACK 

150,000 

150,000 

03 

105 

FM 

23501 

GREEN  CENTER  NEGATIVE 

25,000 

25,000 

04 

199 

FM 

23601 

HOODS  AIR  CONDITION 

50,000 

0 

05 

199 

FM 

23701 

SIDEHALK  S PAVEMENT 

102,109 

0 

06 

199 

FM 

23801 

MISC  SAFETY  PROJECT 

229,408 

0 

YEAR  1 

TOTAL 

1,131,517 

818,250 

YEAR  2 

******** 

20 

200 

FM 

59202 

VAR  LOC-ASBESTOS  ABATEMENT 

245,000 

20 

200 

FM 

59203 

VAR  LOC-REPLACE  ROOF/FLOOR 

COVER 

75,000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

600,000 

20 

200 

FM 

59204 

MAINT  DIV-MISC  PROJECTS 

229,408 

YEAR  2 

TOTAL 

1,149,408 

IHtWMWNKK 

YEAR  3 

30 

300 

FM 

59302 

VAR  LOC-ASBESTOS  ABATEMENT 

245,000 

30 

300 

FM 

59303 

VAR  LOC-REPLACE  ROOF/FLOOR 

COVER 

75,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

600,000 

30 

300 

FM 

59304 

MAINT  DIV-MISC  PROJECTS 

229,408 

YEAR  3 

TOTAL 

1,149,408 

YEAR  4 

40 

400 

FM 

59403 

VAR  LOC-REPLACE  ROOF/FLOOR 

COVER 

75,000 

40 

400 

FM 

59402 

VAR  LOC-ASBESTOS  ABATEMENT 

245,000 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

600,000 

40 

400 

FM 

59404 

MAINT  DIV-MISC  PROJECTS 

229,408 

YEAR  4 

TOTAL 

1,149,408 

WMIHHHHHf 

YEAR  5 

wwwwwwww 

50 

500 

FM 

59502 

VAR  LOC-REPLACE  ROOF/FLOOR 

COVER 

75,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

600,000 

50 

500 

FM 

59503 

MAINT  DIV-MISC  PROJECTS 

229,408 

26 


YEAR  5 TOTAL 


904,408 


:BPREP  REPORT  :784 
RUN  DATE:  7-AUG-1989 


TIME 


7:45PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE:  27 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

YEAR  6 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

600,000 

60 

600 

FM 

59602 

MAINT  DIV-MISC  PROJECTS 

229,408 

YEAR  6 TOTAL 

829,408 

FUND  GP/FD:  31501  MUNI  RWY 

CAPITAL 

RESERVE 

FUND 

Kiontwxwx  YEAR  1 

01 

101 

Cl 

60001 

TRACTION  MOTOR  REPAIRS 

1,600,000 

YEAR  1 TOTAL 

1,600,000 

YEAR  2 

20 

200 

Cl 

99201 

LRV-TRACTION  MOTORS 

1,600,000 

YEAR  2 TOTAL 

1,600,000 

mutiUMum  YEAR  3 

wwKmmw* 

30 

300 

Cl 

99301 

LRV-TRACTION  MOTORS 

1,730,000 

BOARD 

APPROVED 


1»600>000 

1>600>000 


YEAR  3 TOTAL 


1»730»000 


:BPREP  REPORT  : 
RUN  DATE:  7-AUG 

784 

-1989 

CITY  A COUNTY  OF  SAN  FRANCISCO 
TIME:  7:43PN  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

PAGE 

DEPT 

PRIO 

CIAC 

PRIO 

PROJECT/NORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  36  PARKING  AUTHORITY 
FUND  6P/FO:  02071  OFF  STREET  PARKING 


YEAR  1 IHHHHOUHt 
01  101  FN 

YEAR  1 TOTAL 

WMWKKWItK  YEAR  2 wwwwwwww 

20  200  FM 

YEAR  2 TOTAL 

YEAR  3 WWKWWWKW 
30  300  FN 

YEAR  3 TOTAL 

40  400  FM 

YEAR  4 TOTAL 

YEAR  5 WWWKWWWW 
so  500  FM 

YEAR  5 TOTAL 

)HH()HfKWK  YEAR  6 KIHHHHHHf 

60  600  FN 


50601  VAR  LOC-NISC  FAC  MAINT 


59201  VAR  LOC-NISC  FAC  MAINT  PROJ 


59301  VAR  LOC-NISC  FAC  MAINT  PROJ 


59401  VAR  LOC-NISC  FAC  MAINT  PROJ 


59501  VAR  LOC-NISC  FAC  MAINT  PROJ 


59601  VAR  LOC-NISC  FAC  MAINT  PROJ 


110,000 

110,000 

100 >000 
100*000 

100*000 

100*000 

100*000 

100*000 

100*000 

100*000 

100*000 


110*000 

110*000 


28 


YEAR  6 TOTAL 


100*000 


:BPREP  REPORT  !784  CITY  S COUNTY  OF  SAN  FRANCISCO 


RUN  DATE 

: 7-AUG 

-1989  TIME:  7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

PRIO 

CIAC 

PRIO 

CIP 

PROJECT/MORKPHASE 

NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  S8  POLICE  COMMISSION 

FUND  6P/FD:  01001  GENERAL 

FUND 

***»»»»* 

YEAR  1 

ICKICKICXKIC 

01 

101 

FM 

23601 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

20*000 

03 

105 

FM 

25601 

MISSION  STA-BOILER  SYS  REPAIRS 

27*000 

32*400 

02 

106 

FM 

25801 

H0J-5TH  FLR-WOMENS  LOCKER  ROOM 

40*000 

48*000 

04 

199 

FM 

23701 

MCLAREN  STABLES-VENTILATION 

5*850 

0 

05 

199 

Cl 

95301 

VAR  STA-EMERGENCY  POMER 

46*000 

0 

06 

199 

FM 

25901 

HOJ-RM  415-INTERVIEH  ROOM 

3*500 

0 

07 

199 

FM 

51801 

GGP-STA8LES-BLDG  SYSTEM  REPAIRS 

76*545 

0 

YEAR  1 

TOTAL 

298*895 

100*400 

YEAR  2 

20 

200 

FM 

59363 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

20 

200 

Cl 

99517 

PARK  STA-ELECTRICAL  CIRCUITS 

28*100 

20 

200 

Cl 

99246 

VAR  DIST  STA-EMERGENCY  POHER 

154*000 

20 

200 

Cl 

99247 

HOJ-RMS  G21/23-VENT  SYSTEM 

22*000 

20 

200 

FM 

59264 

HOJ-RADIO  RM-SOUND  PROOFING 

25*000 

YEAR  2 

TOTAL 

329*100 

xwwwwwww 

YEAR  3 

ww»#wwww«» 

30 

300 

FM 

59441 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

30 

300 

FM 

59261 

RANGE -PARKING  AREA-RESURFACE 

59*000 

YEAR  3 

TOTAL 

159*000 

ICXXKICICXW 

YEAR  4 

wxwwwwwx 

40 

400 

FM 

59534 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

YEAR  4 

TOTAL 

100*000 

KKMXXICICX 

YEAR  5 

XWMXXXXX 

50 

500 

FM 

59633 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

YEAR  5 

TOTAL 

100*000 

wwwwwwwa* 

YEAR  6 

60 

600 

FM 

59634 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100*000 

YEAR  6 

TOTAL 

100*000 

PAGE: 
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:BPREP  report  :784 
RUN  DATE:  7-AUG-1989 


TIME: 


7:«PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 


DEPT  CIAC 

PRIO  PRio 

RESP  DEPT:  39  PORT 


PROJECT/WORKPHASE 
CIP  NO.  TITLE 


FUND  GP/FD:  3^001  SF  HARBOR  OPERATING  FUND 


YEAR  1 ******** 


01 

02 

03 

04 


101  FM 

102  FM 

103  FM 

104  FM 


20201 

20301 

21101 

20001 


MISC  FAC  MAINT  PROJECTS 
RAILROAD  TRACK  SYSTEM  MAINTENANCE 
VAR  loc-repair/replacement 
VAR  LOC-MAINT  DREDGING 


YEAR  1 TOTAL 


department 

REQUEST 


100»000 

50»000 

30>000 

732»000 

912 >000 


BOARD 

approved 


100 >000 
50 >000 
30 >000 
732 >000 

912 >000 


:BPREP  REPORT  !784 

RUN  DATE:  7-AUG-1989  TIME:  7:93PM 


CITY  i COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARO 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP 

DEPT:  91 

PUBLIC  LIBRARY 

FUND 

GP/FD:  01001  GENERAL 

FUND 

xwwxwxa*  VBAB 

1 

03 

101 

FM 

51001 

VAR  LOC-MISC  FAC  MAINT  PROJ 

50,000 

22,600 

06 

199 

Cl 

60801 

MAIN  LIB-ELECT  SVC 

667,300 

0 

07 

199 

FM 

26101 

MAIN  LIBRARY-EXTERIOR  SURVEY 

81,600 

0 

10 

199 

FM 

26001 

VAR  LIBRARIES-SECURITY  LIGHTING 

97,573 

0 

12 

199 

FM 

90601 

95  HYDE-INT/EXT  PAINT 

75,600 

0 

YEAR  1 TOTAL 


MMWWWW*#**  VCAD  9 wwwwwwx** 


HtHHHHHHf  YEAR  3 wwwwwww* 


30 

300 

Cl 

99937 

30 

300 

Cl 

99991 

30 

300 

Cl 

99251 

30 

300 

FM 

59919 

YEAR  3 TOTAL 

IHHHHHHMI  YEAR  9 «*»*»«»» 
90  900 

YEAR  9 TOTAL 


FM 


59921 


MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 
VAR  BRANCH  LIB-HANDICAPPED  ACCESS 
MAIN  LIB-AUTOMATIC  SOUTH  ELEVATOR 
VAR  LOC-MISC  FAC  MAINT  PROJ 


VAR  LOC-MISC  FAC  MAINT  PROJ 


922,073 


20 

200 

FM 

59290 

NOE  VALLEY  BRANCH-REPLACE  BOILER 

20,500 

20 

200 

FM 

59273 

MAIN  LIB-COMM  RM-CARPET 

91,000 

20 

200 

FM 

59250 

VAR  BRANCH  LIB-FLOOR  TILES 

57,125 

20 

200 

Cl 

99999 

MAIN  LIB-FRONT  AREA-HALKHAY 

78,000 

20 

200 

FM 

59278 

MARINA  LIB-COURTYARD  BENCHES 

7,800 

20 

200 

FM 

59279 

ANZA  LIB-RESURFACE  COURT  YARD 

12,000 

20 

200 

FM 

59297 

MAIN  LIB-VAR  AREAS-LIGHTING 

76,990 

20 

200 

FM 

59295 

MAIN  LIB-STACK  AREA-GLASS  FLOOR 

319,300 

20 

200 

FM 

59308 

SUNSET  BRANCH  LIB-EMERGENCY  EXIT 

25,000 

20 

200 

FM 

59251 

MAIN  LIBRARY-LIB  OFFICE -CARPET 

6,500 

20 

200 

Cl 

99231 

VAR  BRANCH  LIB-HANDICAPPED  ACCESS 

666,000 

20 

200 

Cl 

99250 

MAIN  LIB-GRAND  STAIR-LIGHTING 

72 ,000 

20 

200 

Cl 

99230 

MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 

350,800 

20 

200 

FM 

59292 

MARINA  LIB-REPAIR  WOODEN  BENCHES 

8,200 

20 

200 

FM 

59222 

MARINA  BRANCH  LIBRARY-FENCING 

15,000 

20 

200 

FM 

59916 

VAR  LOC-MISC  FAC  MAINT  PROJ 

, 50,000 

! 2 TOTAL 

1,801,165 

96,200 

957.000 

250.000 
50,000 

1,303,200 


50,000 

50,000 


22,600 
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«»»««»»»  year  5 
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:BPREP  REPORT  :784 
RUN  DATE:  7-AUG-1989 


TIME:  7:93PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

PRIO 


CIAC 

PRIO 


CIP 


PROJECT/WORKPHASE 

NO.  title 


RESP  DEPT:  39  PORT 

FUND  GP/FD:  39001  SF  HARBOR 

OPERATING  FUND 

year  1 

01 

02 

03 

09 

101 

102 

103 

109 

FM 

FM 

FM 

FM 

2D201 

20301 

21101 

20001 

YEAR  1 TOTAL 

MISC  FAC  MAINT  PROJECTS 
RAILROAD  TRACK  SYSTEM  MAINTENANCE 
VAR  loc-repair/replacement 
VAR  LOC -MAINT  DREDGING 


department 

REQUEST 


100»000 

50>0D0 

30»000 

732»0D0 

912*000 


BOARD 

approved 


100*000 

50*000 

30,000 

732*000 

912*000 


:BPREP  REPORT  :7&<t 
RUN  DATE:  7-AUG-1989 


TIME:  7!43PH 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE: 


DEPT 


CIAC 


PROJECT/NORKPHASE 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP 

DEPT:  41 

PUBLIC  LIBRARY 

FUND 

GP/FO:  01001  GENERAL 

FUND 

**»#W*WWWM  VCAB 

1 

03 

101 

FM 

51001 

VAR  LOC-MISC  FAC  MAINT 

PROJ 

06 

199 

Cl 

60801 

MAIN  LIB-ELECT  SVC 

07 

199 

FM 

26101 

MAIN  LIBRARY-EXTERIOR  SURVEY 

10 

199 

FM 

26001 

VAR  LIBRARIES-SECURITY 

LIGHTING 

12 

199 

FM 

40601 

45  HYDE-INT/EXT  PAINT 

YEAR  1 TOTAL 


YEAR  Z WWKKWWWW 


KIHHHHHHf  YEAR  3 WWitWWWWW 


30 

300 

Cl 

99437 

30 

300 

Cl 

99441 

30 

300 

Cl 

99251 

30 

300 

FM 

59419 

YEAR  3 TOTAL 
YEAR  4 

40  400 

YEAR  4 TOTAL 


FM 


MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 
VAR  BRANCH  LIB-HANDICAPPED  ACCESS 
MAIN  LIB-AUTOMATIC  SOUTH  ELEVATOR 
VAR  LOC-MISC  FAC  MAINT  PROJ 


59421  VAR  LOC-MISC  FAC  MAINT  PROJ 


DEPARTMENT 

REQUEST 


50 >000 
667>300 
81 >600 
47>573 
75>600 

922 >073 


20 

200 

FM 

59240 

NOE  VALLEY  BRANCH-REPLACE  BOILER 

20 >500 

20 

200 

FM 

59273 

MAIN  LIB-COMM  RM-CARPET 

41 >000 

20 

200 

FM 

59250 

VAR  BRANCH  LIB-FLOOR  TILES 

57>125 

20 

200 

Cl 

99444 

MAIN  LIB-FRONT  AREA-HALKMAY 

78>000 

20 

200 

FM 

59278 

MARINA  LIB-COURTYARD  BENCHES 

7>800 

20 

200 

FM 

59279 

ANZA  LIB-RESURFACE  COURT  YARD 

12>000 

20 

200 

FM 

59247 

MAIN  LIB-VAR  AREAS-LIGHTING 

76 >940 

20 

200 

FM 

59295 

MAIN  LIB-STACK  AREA-GLASS  FLOOR 

314>300 

20 

200 

FM 

59308 

SUNSET  BRANCH  LIB-EMERGENCY  EXIT 

25 >000 

20 

200 

FM 

59251 

MAIN  LIBRARY-LIB  OFFICE -CARPET 

6 >500 

20 

200 

Cl 

99231 

VAR  BRANCH  LIB-HANDICAPPED  ACCESS 

666 >000 

20 

200 

Cl 

99250 

MAIN  LIB-GRAND  STAIR-LIGHTING 

72 >000 

20 

200 

Cl 

99230 

MAIN  LIB-MAIN  STACK-IMPROVE  LIGHT 

350 >800 

20 

200 

FM 

59292 

MARINA  LIB-REPAIR  MOODEN  BENCHES 

8>200 

20 

200 

FM 

59222 

MARINA  BRANCH  LIBRARY-FENCING 

15>000 

20 

200 

FM 

59416 

VAR  LOC-MISC  FAC  MAINT  PROJ 

, 50 >000 

! 2 TOTAL 

1 >801 >165 

46 >200 
957 >000 
250 >000 
50>000 

1 >303 >200 


50 >000 
50 >000 


BOARD 

APPROVED 


22>600 

0 

0 

0 

0 

22>600 


31 
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:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:43PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

50 

500 

FM 

59514 

VAR  LOC-MISC  FAC  MAINT  PROJ 

50»000 

YEAR  5 

TOTAL 

50>000 

YEAR  6 

wwwwwww*# 

60 

600 

FM 

59618 

VAR  LOC-MISC  FAC  MAINT  PROJ 

50»000 

YEAR  6 

TOTAL 

50»000 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJCT 

YEAR  1 

01 

199 

Cl 

81501 

MAIN  LIBRARY-FIRE  SAFETY  PROGRAM 

150 >000 

0 

02 

199 

Cl 

77801 

MAIN  LIB-SORT  RM  VENT  SYSTEM 

11>225 

0 

04 

199 

FM 

30401 

VAR  BRANCH  LIB-MOD  ENTRANCE  DOORS 

22>050 

0 

05 

199 

FM 

34201 

EXCELSIOR  BRANCH-REPLACE  CARPET 

27>720 

0 

08 

199 

Cl 

79301 

VAR  BRANCH  LIB-ELECTRICAL  IMPROVE 

76,913 

0 

09 

199 

FM 

33801 

MARINA  BRANCH-HEATING  SYSTEM 

167,900 

0 

11 

199 

FM 

34301 

MAIN  LIB-EXTERIOR  SASH-PAINTING 

149,100 

0 

YEAR  1 

TOTAL 

604,908 

0 

:BPREP  REPORT 

: 

784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE!  7-AUG 

-1989  TIME:  7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  42 

RECREATION 

AND  PARK 

COMMISSION 

FUND  6P/FD:  01001  GENERAL 

FUND 

xxinnHUt  YEAR 

1 

wwwwwwww 

01 

101 

FM 

21901 

VAR  LOC-MISC  FAC  MAINT  PROJ 

750,000 

565,000 

02 

101 

FM 

55601 

ZOO-MISC  FAC  MAINT  PROJ 

150,000 

113,000 

03 

101 

FM 

28401 

VAR  LOC-REPLACE  FENCING 

60,000 

30,000 

04 

101 

FM 

36101 

GGP-RESURFACE  NALKS/PATHS 

60,000 

30,000 

05 

101 

FM 

31401 

ZOO-REPAIR/REPLACE  FENCING 

30,000 

25,000 

06 

101 

FM 

55701 

ZOO-RESURFACE  NALKS/PATHS 

30,000 

20,000 

07 

101 

FM 

28601 

VAR  LOC-RESURFACE  NALKS/PATHS 

100,000 

50,000 

09 

199 

FM 

28701 

COURT  PLAY  AREAS-RESURFACE 

100,000 

0 

10 

199 

FM 

26601 

GGP-ARBORETUM-REPLACE  NELL 

63,000 

0 

11 

199 

FM 

28501 

VAR  LOC-REHAB  LIGHTING  SYSTEMS 

100,000 

0 

12 

199 

Cl 

83701 

ZOO-SENERS/DRAINS 

392,000 

0 

13 

199 

FM 

26201 

GGP-NORTH  MILL-REPAIRS 

154,000 

0 

14 

199 

Cl 

60601 

NO  BEACH  POOL/BLDG-RECONSTRUCTION 

3,646,200 

0 

15 

199 

FM 

26701 

VAR  POOLS-MOOIFY  VENT  SYSTEMS 

218,100 

0 

17 

199 

FM 

23501 

GGP-KEZAR  PAVILION-REPLACE  FLOOR 

183,000 

0 

18 

199 

Cl 

85301 

GGP -IMPROVE  ELECTRICAL  SYSTEMS 

30,000 

0 

20 

199 

FM 

24001 

GGP-KEZAR  PAVILION-REPLACE  ROOF 

412,750 

0 

YEAR  1 TOTAL 

6,479,050 

833,000 

YEAR 

2 

20 

200 

FM 

59249 

COIT  TONER-ELEVATOR  RECONSTRUCT 

175,320 

20 

200 

FM 

59351 

GGP-BAND  SHELL-RESTORATION 

507,000 

20 

200 

FM 

59245 

MISC  FAC  MAINT  PROJ 

700,000 

20 

200 

FM 

59244 

VAR  PKS-PLYGNDS-FENCING 

55,000 

20 

200 

FM 

59243 

VAR  LOC-REHAB  LIGHT  SYS 

106,000 

20 

200 

FM 

59254 

GGP-RESUR  NALKS-PATHS 

65,000 

20 

200 

FM 

59242 

VAR  LOC-RESUR  NALKS-PATHS 

100,000 

20 

200 

FM 

59241 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

101,000 

20 

200 

FM 

59215 

ZOO-MOTHERS  BLDG-RESTORATION 

1,890,000 

20 

200 

Cl 

99295 

GGP-STON  LAKE-BOAT  SHED 

75,000 

20 

200 

Cl 

99298 

COIT  TOWER-ELEVATOR-EMERG  GEN 

81,550 

20 

200 

Cl 

99297 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

20 

200 

Cl 

99296 

ZOO-SERVICE  ENTRANCE  GATE 

50,000 

20 

200 

Cl 

99257 

ZOO-HOSPITAL  BLDG-ADDITION 

232,700 

20 

200 

Cl 

99255 

GGP-ARBORETUM-REST  ROOM 

50,000 

20 

200 

Cl 

99249 

GGP-MCLAREN  LODGE-ELECTRICAL  SERV 

100 , 000 

20 

200 

Cl 

99237 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250,000 

20 

200 

Cl 

99244 

VAR  LOC -SECURITY  LIGHTING 

132,300 

20 

200 

Cl 

99242 

CANDLESTICK  PARK  IMPROVEMENTS 

2 ,100 ,000 

20 

200 

Cl 

99232 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

132,000 

' 20 

200 

FM 

59297 

VAR  LOC -GAS  CONSERVATION  PROJ 

79,320 

20 

200 

FM 

59299 

GGP-TENNIS  COURTS-RENOVATION 

366,000 

20 

200 

FM 

59298 

EMBARCADERO  PLAZA-DRAINAGE  STRIP 

109,000 

:BPREP  REPORT  : 

784 

CITY  A COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989 

TIME: 

7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

20 

200 

Cl 

99221 

PFA-SEHER  FORCE  MAIN 

27>000 

20 

200 

FM 

59268 

ZOO-MISC  FAC  MAINT  PROJS 

100,000 

20 

200 

FM 

59267 

GGP-CONCOURSE-TUNNEL  REPAIR 

8,000 

20 

200 

FM 

59217 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

20 

200 

FM 

59262 

ZOO-RESUR  NALKS  AND  ROADS 

20,000 

20 

200 

FM 

59256 

PARK  PRESIDIO  BLVO-LANDSCAPE 

21,200 

20 

200 

FM 

59282 

COIT  TOHER-RECONSTRUCT  ELEVATOR 

162,150 

20 

200 

Cl 

99438 

G6P-TEA  GARDEN-REHAB  HOOD  BRIDGE 

68,800 

20 

200 

Cl 

99204 

ZOO-RECON  NATER-SENER  SYS 

364,000 

20 

200 

Cl 

99202 

ZOO-KEEPERS  LOCKER  RM-EXPANSION 

50,000 

20 

200 

Cl 

99514 

MCLAREN  PK -WATER  SYSTEM 

244,500 

20 

200 

FM 

59281 

VAR  LOC-REHABILITATE  BLOGS 

100,000 

20 

200 

FM 

59280 

GREAT  HIGHWAY-LANDSCAPING 

750,000 

20 

200 

FM 

59205 

ZOO-FENCING 

30,000 

20 

200 

FM 

59379 

GGP-REPLACE  WELL 

70,000 

YEAR  2 TOTAL 

9,822,840 

YEAR  3 

30 

300 

Cl 

99328 

COIT  TOWER-RECON  PARKING  AREA 

126,000 

30 

300 

Cl 

99335 

ZOO-MOTHERS  BLOG-RECONSTRUCTION 

1,890,000 

30 

300 

Cl 

99327 

MATHER-DINING  HALL-IMPROVEMENTS 

71,900 

30 

300 

Cl 

99308 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250,000 

30 

300 

Cl 

99306 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

132,000 

30 

300 

FM 

59304 

ZOO-RESURFACE  WALKS/ROAOS 

30,000 

30 

300 

FM 

59306 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

30 

300 

FM 

59341 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

30 

300 

FM 

59326 

ZOO-FENCING 

30,000 

30 

300 

FM 

59334 

PARK  PRESIDIO  BLVO-LANDSCAPE 

21,200 

30 

300 

FM 

59356 

GGP-BAND  SHELL-RESTORATION 

115,000 

30 

300 

Cl 

99370 

VAR  LOC -SECURITY  LIGHTING 

139,500 

30 

300 

FM 

59332 

GGP-RESUR  WALKS-PATHS 

70,000 

30 

300 

Cl 

99354 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

30 

300 

Cl 

99357 

ZOO-RECON  WATER-SEWER  SYS 

364,000 

30 

300 

FM 

59319 

VAR  PKS-PLYGNDS-FENCING 

55,000 

30 

300 

FM 

59320 

MISC  FAC  MAINT  PROJ 

700,000 

30 

300 

FM 

59318 

VAR  LOC -REHAB  LIGHT  SYS 

116,000 

30 

300 

FM 

59317 

VAR  LOC-RESUR  WALKS-PATHS 

100,000 

30 

300 

FM 

59316 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

101,000 

30 

300 

FM 

59303 

ZOO-MISC  FAC  MAINT  PROJ 

100,000 

YEAR  3 TOTAL 

4,861,600 

IHHHHWHMt  YEAR  4 

ICMNICMNICN 

40 

400 

FM 

59424 

ZOO-MISC  FAC  MAINT  PROJ 

100,000 

40 

400 

FM 

59434 

VAR  LOC-REHABILITATE  BUILDINGS 

100,000 

40 

400 

FM 

59428 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

40 

400 

FM 

59426 

GGP-RESUR  WALKS-PATHS 

75,000 

40 

400 

Cl 

99253 

GGP-EQUESTRIAN  CTR-IMPROVEMENTS 

350,000 

BOARD 

APPROVED 


PAGE: 
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:BPREP  REPORT  : 

789 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AU6 

-1989 

TIME:  7i 

193PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

90 

900 

Cl 

99919 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

132)000 

90 

900 

Cl 

99928 

VAR  LOC-IRRIGATION  SYSTEM 

100)000 

90 

900 

Cl 

99923 

RANDALL  MUS-ENVIRO  CENTER 

399)700 

90 

900 

Cl 

99929 

ZOO-RECON  NATER-SEWER  SYS 

369)000 

90 

900 

Cl 

99920 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250)000 

90 

900 

FM 

59911 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

101)000 

90 

900 

FM 

59912 

VAR  LOC-RESUR  WALKS-PATHS 

100)000 

90 

900 

FM 

59906 

VAR  LOC-MONUMENT/STATUE  REHAB 

250)000 

90 

900 

FM 

59915 

MISC  FAC  MAINT  PROJ 

700)000 

90 

900 

FM 

59920 

ZOO-FENCING 

30)000 

90 

900 

FM 

59919 

VAR  PKS-PLYGNDS-FENCING 

55)000 

90 

900 

FM 

59913 

VAR  LOC-REHAB  LIGHT  SYS 

126)000 

90 

900 

FM 

59909 

ZOO-RESURFACE  HALKS/ROADS 

30)000 

PAGE: 


YEAR  ^ TOTAL 


3,283)900 


wwwwwwww  VCAB  C WWWWWWWW 


50 

500 

FM 

59518 

66P-C0NSERVAT0RY-RETAININ6  WALL 

69)000 

50 

500 

FM 

59530 

VAR  L0C-REHA8ILITATE  BLDGS 

100)000 

50 

500 

FM 

59529 

PARK  PRESIDIO  BLVD- LANDSCAPE 

21)200 

50 

500 

Cl 

99509 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

100)000 

50 

500 

Cl 

99518 

VAR  LOC-IRRIGATION  SYSTEM 

100 )000 

50 

500 

Cl 

99513 

PAL  FINE  ARTS-LIGHTING 

706)200 

50 

500 

Cl 

99509 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250)000 

50 

500 

Cl 

99503 

ZOO-RECON  NATER/SEWER  SYS 

369)000 

50 

500 

FM 

59522 

G6P-RESUR  WALKS-PATHS 

80 )000 

50 

500 

FM 

59520 

ZOO-MISC  FAC  MAINT  PROJ 

100)000 

50 

500 

FM 

59513 

MISC  FAC  MAINT  PROJ 

700)000 

50 

500 

FM 

59508 

ZOO-FENCING 

35)000 

50 

500 

FM 

59509 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

101)000 

50 

500 

FM 

59511 

VAR  LOC-REHAB  LIGHT  SYS 

136)900 

50 

500 

FM 

59510 

VAR  LOC-RESUR  WALKS-PATHS 

100)000 

50 

500 

FM 

59512 

VAR  PKS-PLYGNDS-FENCING 

55)000 

50 

[ 5 TOTAL 

500 

FM 

59509 

ZOO-RESURFACE  WALKS/ROADS 

30)000 

3)097)800 

»«KKMK)H(  YEAR  6 9Ht*m»m* 


60 

600 

FM 

59609 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

101)000 

60 

600 

FM 

59608 

ZOO-FENCING 

35)000 

60 

600 

Cl 

99612 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250)000 

60 

600 

Cl 

99613 

VAR  LOC  IRRIGATION  SYSTEM 

100,000 

60 

600 

Cl 

99611 

ZOO-RECON  WATER-SEWER  SYS 

322)000 

60 

600 

FM 

59610 

VAR  LOC-RESUR  WALKS-PATHS 

100)000 

60 

600 

FM 

59612 

VAR  PKS-PLYGNDS-FENCING 

55)000 

60 

600 

FM 

59620 

ZOO-MISC  FAC  MAINT  PROJ 

100,000 

60 

600 

FM 

59630 

VAR  LOC -RE HABILITATE  BLDGS 

100)000 

60 

600 

FM 

59629 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21)200 

60 

600 

FM 

59622 

GGP-RESUR  WALKS-PATHS 

85)000 

35 


:BPREP  REPORT  : 
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TIME: 

DEPT 

CIAC 

PRIO 

PRIO 

CIP 

60 

600 

FM 

60 

600 

FM 

60 

600 

FM 

7:«PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE: 


PROJECT/WORKPHASE 
NO.  TITLE 

59613  MISC  FAC  NAINT  PROJ 

59611  VAR  LOC-REHAB  LIGHT  SYS 

59604  ZOO-RESURFACE  HALKS/ROADS 


YEAR  6 TOTAL 

FUND  GP/FO:  01005  GENERAL  FUND-PROJCT 


DEPARTMENT 

REQUEST 

700 >000 
145 >000 
30>000 

2 >144 >200 


BOARD 

APPROVED 


wwwwwwww 

YEAR  1 

00 

102 

Cl 

62101 

ZOO-LOCKER/SHONER  FACILITY 

0 

45>000 

08 

199 

Cl 

70101 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250 >000 

0 

16 

199 

Cl 

70201 

VAR  REC  BLDGS-FIRE  PROTECT  SYSTEM 

150 >000 

0 

19 

199 

Cl 

72601 

GGP-URBAN  FOR  CTR-CONSTRUCTION 

396 >000 

0 

YEAR  1 

TOTAL 

796 >000 

45>000 

FUND  GP/FD:  02221  OPEN  SPACE  AND 

PARK  RENOVATION 

wwwwwwww 

YEAR  1 

10 

100 

Cl 

65701 

ADAM  ROGERS  PARK-IMPROVEMENTS 

250 >000 

250 >000 

10 

100 

FM 

21801 

VAR  LOC -RESURFACE  COURTS 

100>000 

100 >000 

10 

100 

FM 

21301 

R/VAR  LOC-ROOFING 

160>000 

160>000 

10 

100 

FM 

20901 

NHO/VAR  LOC-COMMUNITY  GARDENS 

50>000 

50 >000 

10 

100 

FM 

23301 

RHODODENDRON  DISPLAY  BOXES 

16 >000 

16>000 

10 

100 

FM 

23101 

DISABLED  ACCESS  SURVEY 

50 >000 

50 >000 

10 

100 

FM 

23201 

ASBESTOS/HAZ  MAT  ABATEMENT 

100 >000 

100>000 

10 

100 

FM 

23401 

PINE  LAKE  DAY  CAMP-REHABILITATE 

300>000 

300>000 

10 

100 

Cl 

64501 

WHO/RICHMOND  GYM-ACQ/DEVELOP 

500>000 

500 >000 

10 

100 

Cl 

67301 

CHINATOWN  PARK 

500 >000 

500 >000 

10 

100 

Cl 

67101 

TENDERLOIN  PLAYGROUND 

500 >000 

500>000 

10 

100 

Cl 

66901 

SOUTH  OF  MARKET  PARK 

2 >500 >000 

2>500>000 

10 

100 

Cl 

66801 

NORTH  BEACH  PLAYGROUND-REDESIGN 

1>000>000 

1>000>000 

10 

100 

FM 

23001 

MISSION  POOL-RENOVATION 

400>000 

400>000 

10 

100 

FM 

22901 

VAR  LOC-EROSION  CONT-STUDY/OESI6N 

58 >336 

58>336 

10 

100 

Cl 

67001 

INDIA  BASIN  SHORELINE  PARK 

500 >000 

500 >000 

10 

100 

Cl 

67201 

WASHINGTON/HYDE  MINI PARK 

500 >000 

500 >000 

10 

100 

Cl 

66701 

BEACH  CHALET  SOCCER  FLD-LIGHTIN6 

350 >000 

350 >000 

10 

100 

Cl 

62501 

R/SUNSET  REC  CTR-IMPROVE 

100 >000 

100>000 

10 

100 

Cl 

62901 

WHO/MICHAE LANGE LO  PG-IMPROVE 

100>000 

100 >000 

10 

100 

FM 

23501 

SILVER  TREE  DAY  CAMP-REHABILITATE 

300>000 

300>000 

10 

100 

Cl 

64701 

HN/PORTSMOUTH  SQ-IMPROVE 

500 >000 

500 >000 

YEAR  1 

TOTAL 

8>834>336 

8>834>336 

FUND  6P/FD:  02222  CANDLESTICK  PARK 


YEAR  1 


01 


101 


FM 


20001 


MISC  FAC  MAINT  PROJ 


560 >000 


560 >000 


36 
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:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/MORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

02 

102 

Cl 

61601 

CANDLESTICK  PARK  IMPROVEMENT 

3»500,000 

3,500,000 

03 

103 

Cl 

61901 

PERIMETER  AREA-SECURITY  FENCE 

200,000 

200,000 

04 

104 

Cl 

60001 

INSP/MAINT  PROG 

30,000 

30,000 

05 

105 

FM 

20101 

PARKING  LOT  MAINTENANCE 

150,000 

150,000 

06 

106 

Cl 

61701 

PARKING  LOT-RESTROOM  FACILITIES 

313,000 

313,000 

07 

107 

FM 

21901 

STADIUM  AREA-RESTRM  REHAB 

100,000 

100,000 

YEAR  1 

TOTAL 

4,853,000 

4,853,000 

KIC)CIC)CXKM 

YEAR  2 

W>#WWW**W 

20 

200 

Cl 

99203 

CANDLESTICK  PARK  IMPROVEMENTS 

3,000,000 

20 

200 

FM 

59203 

PARKING  LOT  MAINTENANCE 

150,000 

20 

200 

Cl 

99201 

STRUCTURAL  COMPONENTS  PROG 

30,000 

20 

200 

FM 

59202 

MISC  FAC  MAINT  PROJ 

550,000 

20 

200 

FM 

59204 

STADIUM  AREAS-REHAB  RESTROOMS 

100,000 

20 

200 

Cl 

99202 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

YEAR  2 

TOTAL 

4,030,000 

xwwwwwww 

YEAR  3 

30 

300 

FM 

59302 

PARKING  LOT  MAINTENANCE 

150,000 

30 

300 

Cl 

99302 

CANDLESTICK  PARK  IMPROVEMENTS 

2,750,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

550,000 

30 

300 

FM 

59303 

STADIUM  AREAS-REHAB  RESTROOMS 

50,000 

30 

300 

Cl 

99303 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

YEAR  3 

TOTAL 

3,700,000 

wwww»*www 

YEAR  4 

XKKXKKMM 

40 

400 

FM 

59402 

PARKING  LOT  MAINTENANCE 

150,000 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

550,000 

40 

400 

Cl 

99402 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

YEAR  4 

TOTAL 

900,000 

YEAR  5 

50 

500 

FM 

59502 

PARKING  LOT  MAINTENANCE 

150,000 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

550,000 

50 

500 

Cl 

99501 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

YEAR  5 

TOTAL 

900,000 

YEAR  6 

60 

600 

FM 

59602 

PARKING  LOT  MAINTENANCE 

150,000 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

550 , 000 

60 

600 

Cl 

99601 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

:BPREP  REPORT  :784 
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DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  6 TOTAL 

900 » 000 

FUND  GP/FD:  02224  MARINA 

YACHT 

HARBOR 

M»«NKKN»  YEAR  1 

ICMKICXXICW 

01 

101 

FM 

20301 

MISC  FAC  MAINT  PROJ 

100,000 

100,000 

02 

102 

Cl 

60101 

MARINA  MASTER  PLAN  IMPLEMENTATION 

100,000 

100,000 

03 

103 

FM 

20101 

REPLACE  BERTHS 

200,000 

200,000 

YEAR  1 TOTAL 

400,000 

400,000 

KMKWWWMN  YEAR  2 

KXKKXXXM 

20 

200 

Cl 

99202 

YACHT  HARBOR-MASTER  PLAN  IMPLEMEN 

100,000 

20 

200 

FM 

59203 

REPLACE  BERTHS 

200,000 

20 

200 

FM 

59204 

EAST  HARBOR  ENT-REPAIR  BREAKHATER 

408,000 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  2 TOTAL 

808,000 

YEAR  3 

wwwwwwww 

30 

300 

FM 

59302 

REPLACE  BERTHS 

200,000 

30 

300 

Cl 

99302 

YACHT  HARBOR-MASTER  PLAN  IMPLEMEN 

100,000 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  3 TOTAL 

400,000 

JHHHMHHHJ  YEAR  4 

40 

400 

FM 

59402 

REPLACE  BERTHS 

200,000 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  4 TOTAL 

300,000 

YEAR  5 

KKXXKXKK 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

100,000 

50 

500 

FM 

59502 

VAR  AREAS-REPLACE  BERTHS 

200,000 

YEAR  5 TOTAL 

300,000 

YEAR  6 

wwwwwwww 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

100,000 

60 

600 

FM 

59602 

VAR  AREAS-REPLACE  BERTHS 

200,000 

YEAR  6 TOTAL 


300»000 
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DEPT  CIAC 

PRIO  PRIO 


PROJECT/NORKPHASE 
CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD;  02229  SPECIAL  REC.A  PARK  REVENUE  FUND 


VC  il  B 1 wwwwwww* 


01 

101 

FM 

21201 

GOLF-MISC  FAC  MAINT  PROJ 

100 >000 

100 >000 

02 

102 

FM 

20201 

MATHER-MISC  FAC  MAINT  PROJ 

100>000 

100 >000 

03 

103 

FM 

21301 

VAR  FAC-MISC  FAC  MAINT 

50 >000 

50 >000 

04 

104 

FM 

22101 

VAR  GOLF  COURSE -RESURF  PK6  AREAS 

30>000 

30>000 

05 

105 

FM 

21701 

VAR  GOLF  COURSES-FENCING 

30 >000 

30>000 

06 

106 

FM 

21801 

MATHER-HOUSING  REHABILITATION 

100 >000 

100 >000 

07 

107 

Cl 

60501 

MATHER-WATER  SUPPLY  IMPROVE 

50 >000 

50 >000 

YEAR  1 

TOTAL 

460 >000 

460 >000 

YEAR  2 

wwwwwwwx 

20 

200 

Cl 

99201 

VAR  GOLF  COURSES-STORAGE  FAC 

136 >700 

20 

200 

FM 

59209 

GOLF  COURSES-MISC  FAC  MAINT 

100 >000 

20 

200 

FM 

59210 

VAR  FAC-MISC  FAC  MAINT 

50 >000 

20 

200 

FM 

59211 

UNION  SQUARE -RENOVATION  PROGRAM 

2>000>000 

20 

200 

Cl 

99203 

CAMP  MATHER  TEEN  CTR-CONSTRUCT 

40>000 

20 

200 

FM 

59208 

MATHER-MISC  FAC  MAINT 

100 >000 

20 

200 

FM 

59202 

VAR  GOLF  COURSES-FENCING 

30>000 

20 

200 

FM 

59203 

MATHER-HOUSING  REHABILITATION 

100 >000 

20 

200 

FM 

59201 

VAR  GOLF  COURSES-PATH/PARK  AREAS 

30>000 

YEAR  2 

TOTAL 

2>586>700 

YEAR  S 


30 

300 

FM 

59307 

30 

300 

Cl 

99301 

30 

300 

FM 

59306 

30 

300 

FM 

59304 

30 

300 

FM 

59303 

30 

300 

FM 

59302 

30 

300 

FM 

59301 

VAR  FAC-MISC  FAC  MAINT 

VAR  GOLF  COURSES-STORAGE  FAC 

GOLF  COURSES-MISC  FAC  MAINT 

MATHER-MISC  FAC  MAINT 

MATHER-HOUSING  REHABILITATION 

VAR  GOLF  COURSES-FENCING 

VAR  GOLF  COURSES-PATH/PARK  AREAS 


50  fOOO 
116»800 
100 >000 
100 >000 
100  >000 
30>000 
30>000 


YEAR  3 TOTAL 


528  >800 


YEAR  4 KiOHHUtKX 


40 

400 

Cl 

99401 

VAR  GOLF  COURSES-STORAGE  FAC 

156 >200 

40 

400 

FM 

59403 

GOLF  COURSES-MISC  FAC  MAINT 

100>000 

40 

400 

FM 

59404 

VAR  FAC-MISC  FAC  MAINT 

50 >000 

40 

400 

FM 

59402 

MATHER-MISC  FAC  MAINT 

100>000 

40 

400 

FM 

59405 

VAR  GOLF  COURSES-FENCING 

30>000 

40 

400 

FM 

59406 

MATHER-HOUSING  REHABILITATION 

100>000 

40 

400 

FM 

59401 

VAR  GOLF  COURSES-PATH/PARK  AREAS 

30>000 

566 >200 


39 


YEAR  4 TOTAL 
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DEPT 


CIAC 


PROJECT/WORKPHASE 


DEPARTMENT 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

YEAR  5 

50 

500 

FM 

59503 

GOLF  COURSES-MISC  FAC  MAINT 

100*000 

50 

500 

FM 

59504 

VAR  FAC-MISC  FAC  MAINT 

50*000 

50 

500 

FM 

59502 

MATHER-MISC  FAC  MAINT 

100*000 

50 

500 

FM 

59505 

VAR  GOLF  COURSES-FENCING 

30*000 

50 

500 

FM 

59501 

VAR  GOLF  COURSES-PATH/PARK  AREAS 

30*000 

YEAR  5 

TOTAL 

310*000 

MNXXMMNN 

YEAR  6 

60 

600 

FM 

59604 

VAR  FAC-MISC  FAC  MAINT 

50*000 

60 

600 

FM 

59603 

GOLF  COURSES-MISC  FAC  MAINT 

100*000 

60 

600 

FM 

59602 

MATHER-MISC  FAC  MAINT 

100*000 

60 

600 

FM 

59605 

VAR  GOLF  COURSES-FENCING 

30*000 

60 

600 

FM 

59601 

VAR  GOLF  COURSES-PATH/PARK  AREAS 

30*000 

YEAR  6 

TOTAL 

310*000 

BOARD 

APPROVED 


40 
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RUN  DATE:  7-AU6-1989  TIME:  7t«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  45  SOCIAL  SERVICES 


FUND  6P/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

199 

FM 

26801 

150  OTIS-BASEMENT  AREA-WATERPROOF 

YEAR  1 

TOTAL 

17*461 

17*461 


0 

0 


WItKItKKjHt  YEAR  2 JHHHHHHH* 


20 

200 

Cl 

99241 

20 

200 

Cl 

99575 

20 

200 

Cl 

99445 

20 

200 

FM 

59256 

20 

200 

FM 

59258 

20 

200 

FM 

59250 

YEAR  2 TOTAL 


150  OTIS-9TH  FLR-IMPROVEMENTS  256*000 
150  0TIS-8TH  FLOOR-LIGHT  FIXTURES  48*500 
150  OTIS-HATER  SUPPLY  SYSTEM  197*200 
150  OTIS-PUBLIC  ADDRESS  SYSTEM  51*500 
150  OTIS-REPLACE  FLOORING  524*000 
150  0TIS-4TH  FLR-PIGEON  GUARDS  10*080 


867*280 


:BPREP  REPORT  : 

784 

CITY  A COUNTY  OF  SAN  FRANCISCO 

RUN  DATE 

: 7-AUG 

-1989 

TIME 

: 

7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  46  HAR  MEMORIAL 

FUND  6P/FD:  0Z303  NAR 

MEMORIAL 

SPECIAL  FUND 

YEAR  1 

ICXXIC3CXMIC 

01 

101 

FM 

52301 

MISC  FAC  MAINT  PROJ 

386 >000 

386 >000 

02 

102 

Cl 

63301 

OPERA  HSE/VETS  BLDG-HATER  PIPING 

1>  146 >900 

1>146>900 

03 

103 

Cl 

64201 

OH-VETS  BLDG-FIRE  SPRINKLER  SYS 

115 >700 

115 >700 

04 

104 

FM 

23301 

OH-VETS  BLDG-PIPE  INSULATION 

526 >800 

526 >800 

05 

105 

Cl 

61401 

OPERA  HOUSE-PASS  ELEVATOR  IMPROVE 

150 >000 

517>200 

06 

106 

FM 

22401 

OH-VAR  AREAS-REUPHOLSTER  SEATS 

28>000 

28>000 

07 

107 

FM 

24801 

OH-ORCHESTRA  PIT-VENT  SYSTEM 

30>000 

30>000 

08 

108 

FM 

24401 

DAVIES-BACKSTAGE-CARPET 

27>300 

27>300 

09 

109 

FM 

24701 

OH-HOMENS  RESTRMS-REPLACE  CARPETS 

22 >500 

22 >500 

10 

110 

FM 

24601 

OH-VAR  AREAS-REPLACE  DRAPERY 

186 >200 

17>200 

11 

111 

FM 

24501 

OH-CHORUS  DRESS  RM-SHOWER  STALLS 

82 >400 

9>200 

12 

199 

Cl 

63501 

HERBST-DIMMER  SYSTEM 

94>200 

0 

13 

199 

FM 

23901 

OH-CARRIAGE  ENT  CANOPY-MODIFY 

21 >200 

0 

14 

199 

Cl 

60101 

DAVIES/OPERA-FRONT  HSE  POWER 

114 >830 

0 

15 

199 

Cl 

64501 

HERBST-SOUND  BOOTH 

10 >000 

0 

16 

199 

FM 

24101 

VETS  BLDG-FREIGHT  ELE-SAFETY  MOD 

44 >500 

0 

17 

199 

FM 

24001 

VETS  BLDG-BOILERS-REPAIR 

21 >000 

0 

18 

199 

FM 

24201 

HERBST-LOH  LOUNGE -SEWER  FLR  DRAIN 

22 >823 

0 

19 

199 

FM 

20301 

OH-ELECT  DISCONNECT  SNITCH 

281 >000 

0 

20 

199 

FM 

23801 

OH-LL-DISABLED  ACC-RESTROOMS 

36 >000 

0 

21 

199 

Cl 

64601 

DAVIES-SEATING  AREA-HANDRAILS 

40 >500 

0 

22 

199 

FM 

23201 

OH-FANS/MOTORS 

49>000 

0 

23 

199 

FM 

24301 

DAVIES-PKG  AREA-AUTO  GATE 

13 >500 

0 

YEAR  1 

TOTAL 

3 >450 >353 

2>826>800 

YEAR  2 

20 

200 

FM 

59209 

DAVIES  HALL-LOBBY-REPLACE  CARPET 

150 >000 

20 

200 

FM 

59213 

OH-ORCH  PIT-AIR  COND  SYSTEM 

143 >000 

20 

200 

FM 

59211 

OH-STAIRNAYS-EXTEND  HANDRAILS 

100 >000 

20 

200 

FM 

59207 

MISC  FAC  MAINT  PROJ 

400 >000 

20 

200 

FM 

59208 

OPERA  HSE/VETS  BLDG-PIPE  INSULATE 

526 >800 

20 

200 

Cl 

99206 

MEMORIAL  CT-HANDICAPPED  ACCESS 

195>000 

20 

200 

Cl 

99207 

OPERA  HSE-HANDICAPPED  ACCESS 

50 >400 

20 

200 

Cl 

99208 

OPERA  HSE  ADD-HOT  WATER  SUPPLY 

36>000 

20 

200 

FM 

59206 

OPERA  HSE-VAR  AREAS-REPLACE  CARPE 

123 >000 

YEAR  2 

TOTAL 

1> 724 >200 

1 

1 

YEAR  3 

30 

300 

Cl 

99301 

OPERA  HSE-HANDICAPPED  ACCESS 

122 >800 

30 

300 

FM 

59308 

MISC  FAC  MAINT  PROJ 

400>000 

PAGE: 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

YEAR  3 TOTAL 

522)800 

YEAR  4 

40 

400 

FM 

59401 

MISC  FAC 

MAINT 

PROJ 

400)000 

YEAR  4 TOTAL 

400)000 

YEAR  5 

WUmCMKHW 

50 

500 

FM 

59501 

MISC  FAC 

MAINT 

PROJ 

400)000 

YEAR  5 TOTAL 

400)000 

fHHHHfKKK  YEAR  6 

60 

600 

FM 

59601 

MISC  FAC 

MAINT 

PROJ 

400)000 

BOARD 

APPROVED 


YEAR  6 TOTAL 


400)000 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

OEPARTNENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  47  WATER  DEPARTMENT 

FUND  GP/FO:  32001  WATER  DEPT  OPERATING  FUND 


KWNWKMKW  YEAR  1 


01 

101 

Cl 

66301 

REPLACE  WATER  MAINS 

8>600>000 

8,600,000 

02 

102 

Cl 

66001 

RENEW  WATER  SERVICES 

2»600>000 

2,600,000 

03 

103 

Cl 

60601 

CONSTRUCT  FEEDER  MAINS 

900,000 

900,000 

04 

104 

CZ 

60201 

NEW  SVCES  A METERS 

2,620,000 

2,620,000 

05 

105 

Cl 

60101 

NEW  WATER  MAINS 

210,000 

210,000 

06 

106 

Cl 

60301 

INSTALL  GATE  VALVES 

165,000 

165,000 

07 

107 

Cl 

60801 

INSTALL  DRAIN  AND  AIR  VALVES 

85,000 

85,000 

08 

108 

Cl 

60901 

CONSTRUCT/RESTORE  FENCES 

5,000 

5,000 

09 

109 

Cl 

66101 

RELOCATE/REALIGN  WATER  MAINS 

180,000 

180,000 

10 

110 

Cl 

66201 

RELOCATE/REALIGN  SERVICES 

180,000 

180,000 

11 

111 

FM 

27901 

BUILDING  MAINTENANCE  A REPAIR 

0 

372,000 

12 

112 

FM 

28001 

MAINTAIN  ELECTRICAL  EQUIPMENT 

0 

25,000 

13 

113 

Cl 

66601 

GRADE -RESURFACE  ROADS 

40,000 

40,000 

14 

114 

Cl 

60501 

DEFINE  R/W  A PR  LNS 

360,000 

360,000 

15 

115 

Cl 

60701 

WATERSHED  LAND-EROSION  CONTROL 

55,000 

55,000 

16 

116 

Cl 

69101 

REPLACE  CUSTOMER  METER 

125,000 

125,000 

17 

117 

Cl 

76401 

WATER  QUALITY  PLANNING  STUDY 

800,000 

800,000 

18 

118 

Cl 

77801 

IRVINGTON  TUNNEL  #2  PRELIM  ENGR 

1,400,000 

1,400,000 

19 

119 

FM 

29801 

DIESEL  ENG  MJR  A REPAIR 

0 

300,000 

20 

120 

Cl 

71001 

MLBR  WHSE  A SHOP  REPL 

289,000 

289,000 

21 

121 

Cl 

76601 

CITY  DIS  DIV-MACH  SHOP  UPGRADE 

377,000 

377,000 

22 

122 

Cl 

60401 

P/L  CATHODIC  PROTECTION 

310,000 

310,000 

23 

123 

Cl 

77901 

MILLBRAE  OFC  BLDG-WQ>D.  MOD  5 

200,000 

200,000 

24 

124 

Cl 

73301 

CRY  SPR  PIPELINE  tl  REPL  SECT 

648,000 

648,000 

25 

125 

Cl 

78001 

SUBURBAN  MICROWAVE  COMMUNIC  SYS 

100,000 

100,000 

26 

126 

Cl 

75601 

WATERSHED  RECOVERTY  AT  STONE  DAM 

250,000 

250,000 

27 

127 

Cl 

78101 

N.APPRT  PL  RLAC  PIPE  METERy^OX 

263,000 

263,000 

28 

128 

Cl 

78201 

SEISIC  RE INFORCE -HYDROPNEUM  TNKS 

31,000 

31,000 

29 

129 

Cl 

78301 

CLEAN  AND  COAT  TRANSMISSION  MAINS 

200,000 

200,000 

30 

130 

Cl 

78401 

PULGAS  A SUNOL  TMPLS  STRUTRAL  EVL 

41,000 

41,000 

31 

131 

Cl 

78501 

BDPL  il  A 2 EXPANSION  JOINT  REHAB 

35,000 

35,000 

32 

132 

Cl 

78601 

BAY  DI  PL  HAYWARD  FAULT  BRACING 

250,000 

250,000 

33 

133 

Cl 

78701 

CRYSTL  SPRG  PL  t2-INSTAL  MTR  BYPS 

370,000 

370,000 

34 

134 

FM 

38601 

CDD  YARD-SECURITY  SYSTEM 

0 

25,450 

35 

135 

FM 

38701 

CITY  DIST  ADMIN  BLDG-WATER  COOLER 

0 

2,690 

36 

136 

FM 

38801 

SAN  AND  LAKE-BOAT  SHELTERS 

0 

14,000 

YEAR  1 TOTAL 

21,689,000 

22,428,140 

YEAR  2 

WWWWMWWW 

20 

200 

Cl 

99350 

EIGHT  HYDRO  STA-PORT  GENERATORS 

120,000 

20 

200 

FM 

59322 

LAKE  MERCED  PUMP  STA-PAINTING 

42,000 

20 

200 

FM 

59320 

BDPL  1/2-REHAB  EXPANSION  JOINTS 

35,000 

20 

200 

Cl 

99201 

WATER  MAIN  EXTENSIONS 

220,000 

44 
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CITY  i COUNTY  OF  SAN  FRANCISCO 
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DEPT 

CIAC 

FISCAL  YEAR  1989-90 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

20 

200 

Cl 

99202 

NEW  SERVICES  METERS 

20 

200 

Cl 

99203 

INSTALL  GATE  VALVES 

20 

200 

Cl 

99205 

DEFINE  Ri^  AND  PROP  LINES 

20 

200 

Cl 

99206 

WATER  FEEDER  MAINS 

20 

200 

Cl 

99312 

SUNOL  AUTO  SHOP-REPLACEMENT 

20 

200 

Cl 

99209 

CONSTRUCT  FENCES 

20 

200 

Cl 

99219 

REPLACE  WATER  MAINS 

20 

200 

Cl 

99221 

RELOCATE/REALIGN  WATER  MAINS 

20 

200 

Cl 

99222 

RELOCATE/REALIGN  WATER  SERVICES 

20 

200 

Cl 

99223 

VAR  ROADS-GRADE  AND  RESURFACE 

20 

200 

Cl 

99431 

MILLBRAE  OFFICE  BLDG-REMODEL 

20 

200 

Cl 

99436 

CDD  YARD-REPLACE  UNDERGROUND  TANK 

20 

200 

Cl 

99225 

CUSTOMER  METER  REPLACEMENT 

20 

200 

Cl 

99220 

RENEW  WATER  SERVICES 

20 

200 

Cl 

99244 

MILLBRAE  WAREHSE/SHOP-REPLACE 

20 

200 

Cl 

99246 

RECONSTRUCT  DRAIN/AIR  VALVES 

20 

200 

Cl 

99251 

BDRL  1/2-SEISMIC  PROTECTION 

20 

200 

Cl 

99254 

MILLBRAE  OFF  BLDG-MODIFICATIONS 

20 

200 

Cl 

99343 

TESLA  PORTAL-CHLORINE  INJECT  PUMP 

20 

200 

Cl 

99349 

CDD  ADMIN  BLDG-ADD  SECOND  FLOOR 

20 

200 

Cl 

99347 

TESLA  PORTAL-BYPASS  STRAINERS 

20 

200 

FM 

59419 

425  MASON-EXTERIOR  CLEAN/PAINT 

20 

200 

Cl 

99263 

WATERSHED  LAND-EROSION  CONTROL 

20 

200 

Cl 

99264 

CITY  DIST  DIV-MACH  SHOP  UPGRADE 

20 

200 

FM 

59321 

MCLAREN  PARK  TANK-PAINT  EXTERIOR 

20 

200 

FM 

59210 

ELECTRICAL  MAINTENANCE 

20 

200 

FM 

59208 

VAR  LOC-BLDG  REPAIR 

20 

200 

FM 

59201 

DIESEL  ENGINES-MAINT/REPAIR 

20 

200 

Cl 

99208 

VAR  COTTAGES-WATER  SUPPLY  SYS 

YEAR  2 TOTAL 


YEAR  5 iHHUHHHHI 


30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

30 

300 

Cl 

99306 

99309 

99317 

99318 

99321 
99323 
99927 
99329 
99326 
99329 

99992 

99993 
99999 

99331 

99332 
99339 

99322 


VTER  FEEDER  MAINS 
INSTRUCT  FENCES 
EPLACE  WATER  MAINS 
ENEW  WATER  SERVICES 
JPL  1/2-SEISMIC  BRACING 
ELOCATE/REALIGN  WATER  SERVICES 
JNOL  AUTO  SHOP-REPLACEMENT 
HR  ROADS-GRADE  AND  RESURFACE 
JSTOMER  METER  REPLACEMENT 
ECONSTRUCT  DRAIN/AIR  VALVES 
3CK  RIVER  PT-PIPING/SECOND  TANK 
aCK  RIVER  PLANT-DUST  COLLECT  SYS 
DCK  RIVER  PLANT-LIME  STORAGE 
JNOL  GUEST  HSE -REPAIR  FOUNDATION 
JNOL  YARD -GRADE/PAVE 
DCK  RIVER  PLT-GRIT  HANDLING 

p locate/realign  water  mains 


DEPARTMENT 

REQUEST 

2 >820, 000 
180,000 

380.000 

950.000 

239.000 

25.000 
9,000,000 

190.000 

190.000 

95.000 

1.089.000 

302.000 

130.000 

2.700.000 

2.132.000 

90.000 

1.566.000 

1.089.000 

18.000 

10,000 

13.000 
200,700 

60.000 

379.000 

135.000 
30,000 

323.000 

300.000 
996,000 

25,983,700 


1,000,000 

50,000 

9.900.000 

2.800.000 
1,565,000 

200,000 

956.000 
95,000 

135.000 

95.000 

228.000 

70.000 

53.000 

36.000 
30,000 
79,000 

200,000 


:BPREP  REPORT  : 

784 

CITY  A COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG 

-1989 

TIME:  7i 

i43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

30 

300 

Cl 

99342 

TESLA  PORTAL-SODIUM  HYPERCHLORIDE 

355 >000 

30 

300 

CZ 

99351 

WATERSHED  LAND-EROSION  CONTROL 

60 >000 

30 

300 

Cl 

99352 

CITY  DIST  DIV-MACH  SHOP  UPGRADE 

250 >000 

30 

300 

Cl 

99252 

SUTRO  RES-MODIFY  PIPING 

400 >000 

30 

300 

Cl 

99228 

CRY  SPR  P/L  NO  1-REPLACE  SECTION 

3>500>000 

30 

300 

Cl 

99404 

PIPELINES-CATHODIC  PROTECTION 

110>000 

30 

300 

Cl 

99301 

WATER  MAIN  EXTENSIONS 

230 >000 

30 

300 

Cl 

99302 

NEW  SERVICES  METERS 

3>020>000 

30 

300 

Cl 

99305 

DEFINE  R/W  AND  PROP  LINES 

405 >000 

30 

300 

Cl 

99303 

INSTALL  GATE  VALVES 

195>000 

30 

300 

FM 

59311 

ELECTRICAL  MAINTENANCE 

30 >000 

30 

300 

FM 

59309 

VAR  LOC-BLDG  REPAIR 

385 >000 

30 

300 

FM 

59312 

DIESEL  ENGINES-MAINT/REPAIR 

300>000 

PAGE: 


YEAR  3 TOTAL 


26>182,000 


YEAR  4 


40 

400 

Cl 

99418 

CUSTOMER  METER  REPLACEMENT 

140 >000 

40 

400 

Cl 

99425 

RELOCATE/REALIGN  WATER  MAINS 

210 >000 

40 

400 

Cl 

99426 

RECONSTRUCT  DRAIN/AIR  VALVES 

100>000 

40 

400 

Cl 

99437 

SUNOL  GUEST  HSE -REPAIR  FOUNDATION 

53 >000 

40 

400 

Cl 

99438 

SUNOL  YARD-GRADE/PAVE 

75>000 

40 

400 

Cl 

99445 

WATERSHED  LAND-EROSION  CONTROL 

65>000 

40 

400 

FM 

59410 

ELECTRICAL  MAINTENANCE 

30>000 

40 

400 

Cl 

99340 

CRY  SPR  P/L  NO  1-REPLACE  SECTIONS 

3>000>000 

40 

400 

Cl 

99401 

WATER  MAIN  EXTENSIONS 

240 >000 

40 

400 

Cl 

99504 

PIPELINES-CATHODIC  PROTECTION 

no  >000 

40 

400 

Cl 

99402 

NEW  SERVICES  METERS 

3>220>000 

40 

400 

Cl 

99403 

INSTALL  GATE  VALVES 

210>000 

40 

400 

Cl 

99405 

DEFINE  R/W  AND  PROP  LINES 

430 >000 

40 

400 

Cl 

99406 

WATER  FEEDER  MAINS 

1>050>000 

40 

400 

Cl 

99412 

REPLACE  WATER  MAINS 

9>800>000 

40 

400 

Cl 

99414 

CONSTRUCT  FENCES 

50 >000 

40 

400 

Cl 

99415 

RELOCATE/REALIGN  WATER  SERVICES 

210>000 

40 

400 

Cl 

99416 

VAR  ROADS-GRADE  AND  RESURFACE 

50 >000 

40 

400 

Cl 

99413 

RENEW  WATER  SERVICES 

2 >900 >000 

40 

400 

Cl 

99526 

RAVENSWOOO  VAL  HSE -CAISSON  REPAIR 

875 >000 

40 

400 

Cl 

99341 

SAN  ANT  RES-RAISE  SPILLWAY  WEIR 

100>000 

40 

400 

FM 

59421 

DIESEL  ENGINES-MAINT/REPAIR 

300 >000 

40 

400 

Cl 

99256 

IRVINGTON  COT-REPAIR  FOUNDATION 

130>000 

40 

400 

FM 

59408 

VAR  LOC-BLDG  REPAIR 

390>000 

YEAR  4 TOTAL 

23>738>000 

YEAR  5 

50 

500 

Cl 

99506 

WATER  FEEDER  MAINS 

1>110>000 

50 

500 

Cl 

99515 

RENEW  WATER  SERVICES 

3>000>000 

50 

500 

Cl 

99516 

CONSTRUCT  FENCES 

50 >000 

50 

500 

Cl 

99517 

RELOCATE/REALIGN  WATER  SERVICES 

220>000 

46 


:BPREP  REPORT  : 

76^ 

CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AU6 

-1989  TIME 

: 7:«PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

5D 

500 

Cl 

99518 

VAR  ROADS-GRADE  AND  RESURFACE 

55 >000 

50 

500 

Cl 

99520 

CUSTOMER  METER  REPLACEMENT 

155 >000 

50 

500 

Cl 

99521 

RELOCATE/REALIGN  NATER  MAINS 

220 >000 

50 

500 

Cl 

99522 

RECONSTRUCT  DRAIN/AIR  VALVES 

105>000 

50 

500 

Cl 

99529 

WATERSHED  LAND-EROSION  CONTROL 

70 >000 

50 

500 

Cl 

99628 

VAR  RES  AREAS-FIRE  PROT  REQUIRE 

59>000 

50 

500 

Cl 

99629 

BADEN/TIERCED  P/L-ARATA  GUL-RELOC 

263 >000 

50 

500 

Cl 

99630 

CANADA  ROAD-FIRE  PROTECTION 

672 >000 

50 

500 

Cl 

99627 

VAR  RES-FIRE  EQUIPMENT  ACCESS 

23 >000 

50 

500 

Cl 

9951^ 

REPLACE  WATER  MAINS 

10>200>000 

50 

500 

FM 

59511 

ELECTRICAL  MAINTENANCE 

30 >000 

50 

500 

Cl 

99«9 

SAN  ANT  RES-RAISE  SPILLWAY  WEIR 

3>400>000 

50 

500 

Cl 

99501 

WATER  MAIN  EXTENSIONS 

250 >000 

50 

500 

Cl 

99502 

NEW  SERVICES  METERS 

3 >420 >000 

50 

500 

Cl 

99503 

INSTALL  GATE  VALVES 

225>000 

50 

500 

Cl 

99505 

DEFINE  R/W  AND  PROP  LINES 

455 >000 

50 

500 

FM 

59509 

VAR  L0C-BLD6  REPAIR 

330 >000 

50 

500 

FM 

59512 

DIESEL  ENGINES-MAINT/REPAIR 

300>000 

YEAR  5 TOTAL 

24>612>000 

WKmtKKK*  YEAR  6 

60 

600 

Cl 

99603 

INSTALL  GATE  VALVES 

240 >000 

60 

600 

Cl 

99605 

DEFINE  R/W  AND  PROP  LINES 

480>000 

60 

600 

Cl 

99606 

WATER  FEEDER  MAINS 

1>148>000 

60 

600 

Cl 

99613 

RELOCATE/REALIGN  WATER  MAINS 

230 >000 

60 

600 

FM 

59610 

ELECTRICAL  MAINTENANCE 

35 >000 

60 

600 

Cl 

99601 

WATER  MAIN  EXTENSIONS 

260>000 

60 

600 

Cl 

99602 

NEW  SERVICES  METERS 

3>620>000 

60 

600 

Cl 

99525 

CLARENDON/LAGUNA  HONDA-PUMP  STA 

1 >650 >000 

60 

600 

Cl 

99432 

CENTRAL  PUMP  STA-INSTALL  PUMPS 

1>200>000 

60 

600 

Cl 

99614 

RELOCATE/REALIGN  WATER  SERVICES 

230>000 

60 

600 

Cl 

99615 

VAR  ROADS-GRADE  AND  RESURFACE 

60>000 

60 

600 

Cl 

99617 

CUSTOMER  METER  REPLACEMENT 

165>000 

60 

600 

Cl 

99622 

REPLACE  WATER  MAINS 

10>600>000 

60 

600 

Cl 

99623 

RENEW  WATER  SERVICES 

3>200>000 

60 

600 

Cl 

99624 

CONSTRUCT  FENCES 

25>000 

60 

600 

Cl 

99625 

RECONSTRUCT  DRAIN/AIR  VALVES 

110>000 

60 

600 

Cl 

99631 

WATERSHED  LAND-EROSION  CONTROL 

80 >000 

60 

600 

FM 

59608 

VAR  LOC-BLDG  REPAIR 

400 >000 

60 

600 

FM 

59601 

DIESEL  ENGINES-MAINT/REPAIR 

300 >000 

24>033>000 


BOARD 

APPROVED 


PAGE: 
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YEAR  6 TOTAL 


:BPREP  REPORT  :784 
RUN  DATE!  7-AUG-1989 


TIHE:  7! 43PM 


CITY  i COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE:  48 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  60  ACADEMY  OF 

SCIENCES 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

KMXNXNMM 

01 

101 

FM 

20901 

MISC  FAC  MAINT  PROJ 

125,000 

124,300 

02 

103 

FM 

24101 

AQUARIUM-FISH  ROUNDABOUT-RENOVATE 

431,000 

33,000 

03 

199 

Cl 

66601 

VAR  LOC-REPLACE  ROOFS 

333,000 

0 

05 

199 

Cl 

61501 

FIRE  PROTECTION  SYSTEM 

50,500 

0 

YEAR  1 TOTAL 

939,500 

. 157,300 

YEAR  2 

lOIIHHHHM 

20 

200 

FM 

59364 

VAR  BLD6S-FACADE  RESTORATION 

172,000 

20 

200 

FM 

59248 

AQUARIUM-CEILING  REPAIRS 

189,000 

20 

200 

Cl 

99239 

VAR  BLOGS-RECONSTRUCT  ROOFS 

300,000 

20 

200 

FM 

59210 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  2 TOTAL 

761,000 

iHtWKMWW*  YEAR  3 

30 

300 

Cl 

99446 

VAR  BLDGS-RECONSTRUCT  ROOFS 

450,000 

30 

300 

FM 

59305 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  3 TOTAL 

550,000 

YEAR  4 

*,*IHH*II*I* 

40 

400 

FM 

59403 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  4 TOTAL 

100,000 

VCAB  C 

WKWWWwmt 

50 

500 

FM 

59503 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  5 TOTAL 

100,000 

YEAR  6 

KXXXXXXX 

60 

600 

FM 

59603 

MISC  FAC  MAINT  PROJ 

100,000 

YEAR  6 TOTAL  100,000 

FUND  GP/FD:  OlOOS  GENERAL  FUND-PROJCT 


year  1 tiinumtum 


!784 

CITY  4 COUNTY  OF  SAN  FRANCISCO 

•bprep  report 

TIME:  7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

RUN  DATE:  7-AUG-1989 

FISCAL  YEAR  1989-90 

DEPT 

PRIO 

CIAC 

PRIO 

CIP 

PROJECT/WORKPHASE 

NO.  TITLE 

04 

199 

FM 

22301  NO  AMERICAN  HALL-EXTERIOR  RESTOR 

YEAR  1 TOTAL 


department 

REQUEST 

63»000 

63»000 


BOARD 

APPROVED 

0 

0 


PAGE: 
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;BPREP  REPORT  :7B^ 
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TIME:  7:«PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE ! 50 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMEMT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  61  FINE  ARTS  MUSEUMS 

FUND  GP/FO:  01001  GENERAL 

FUND 

YEAR  1 

01 

101 

FM 

21401 

MISC  FAC  MAINT  PROJ 

145 >000 

170 >600 

YEAR  1 TOTAL 

145 >000 

170>600 

tnnHHtutm  YEAR  2 

20 

200 

FM 

59223 

LOH-REPLACE  WATER  PIPES 

100 >000 

20 

200 

FM 

59323 

LOH-VAR  OFFICES-MODIFY  VENT  SYS 

39>000 

20 

200 

FM 

59283 

DE  YOUNG  TEMP  GALLERY-FLOOR 

110 >000 

20 

200 

Cl 

99407 

DE  YOUNG-SMOKE/FIRE  ALARM  SYS 

320>500 

20 

200 

FM 

59225 

LOH-RENOVATE  FOUNTAIN 

33 >000 

20 

200 

FM 

59272 

LOH-TEST  STEAM  LINES 

29>000 

20 

200 

Cl 

99388 

DE  YOUNG-OFFICES-VENT  SYSTEM 

73>000 

20 

200 

FM 

59218 

MISC  FAC  MAINT  PROJ 

150 >000 

YEAR  2 TOTAL 

854 >500 

WjHHHUHtw  YEAR  3 

30 

300 

Cl 

99399 

DE  YOUNG-ROOF/SKYLIGHT  REPLACEMNT 

1> 100 >000 

30 

300 

Cl 

99435 

DE  YOUNG-TEMP/HUMID  CONTRL  SYSTEM 

142 >500 

30 

300 

FM 

59310 

MISC  FAC  MAINT  PROJ 

150 >000 

YEAR  3 TOTAL 

1 >392 >500 

YEAR  4 

40 

400 

Cl 

99434 

DE  YOUNG-ROOF/SKYLIGHT  REPLACEMNT 

800 >000 

40 

400 

FM 

59408 

MISC  FAC  MAINT  PROJ 

150 >000 

YEAR  4 TOTAL 

950 >000 

YEAR  5 

MWWWWWWW 

50 

500 

FM 

59506 

MISC  FAC  MAINT  PROJ 

150 >000 

YEAR  5 TOTAL 

150 >000 

YEAR  6 

60 

600 

FM 

59606 

MISC  FAC  MAINT  PROJ 

150 >000 

YEAR  6 TOTAL 

150 >000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


;BPREP  report  5784 

RUN  DATE:  7-AU6-1989  TIME: 


7:43PM 


CITY  A COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 

VC  AD  1OA9-90 


dept  CIAC 

PRIO  PRIO 


project/workphase 
NO.  title 


««**«««♦  YEAR  1 

02  199 

03  199 

04  199 


Cl 

Cl 

Cl 


63501 

75001 

81001 


LOH/DE  YOUNG-EMERG  electric^  SYS 
loh-restrooms-disableo  access 
de  young-halon  fire  system 


YEAR  1 TOTAL 


PAGE;  51 


department  board 

REQUEST  approved 


133»524  0 
317»500  ° 
159,500  *' 

610,524  0 


:BPREP  REPORT  : 
RUN  DATE:  7-AUG 

784 

-1989 

CITY  S COUNTY  OF  SAN  FRANCISCO 
TIME:  7:43PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

PAGE 

DEPT 

PRIO 

CIAC 

PRIO 

PROJECT/NORKPHASE 

CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  62  ASIAN  ART  MUSEUM 
FUND  GP/FD:  01001  GENERAL  FUND 
YEAR  1 WWKWWKWW 


01 

101 

FM 

29201 

MISC  FAC  MAINT  PROJ 

68,000 

60,000 

03 

199 

Cl 

91601 

FIRE/SECURITY  SYSTEM  IMPROVE 

38,000 

0 

04 

199 

FM 

26901 

LIBRARY-FIRE  PROTECT  SYS-REPLACE 

137,000 

0 

YEAR  1 

TOTAL 

243,000 

60,000 

lOCXMKKXK 

YEAR  2 

NKXXNMICX 

20 

200 

FM 

59219 

MISC  FAC  MAINT  PROJ 

70,000 

20 

200 

Cl 

99211 

AIR  COND  SYSTEM-REPLACEMENT 

267,500 

YEAR  2 

TOTAL 

337,500 

WWMWWWWW 

YEAR  3 

XKXXXXKX 

30 

300 

Cl 

99340 

EMERG  AIR  CON  STOREROOM 

117,300 

30 

300 

FM 

59311 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  3 

TOTAL 

187,300 

YEAR  4 

40 

400 

FM 

59409 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  4 

TOTAL 

70,000 

XXXKKWKM 

YEAR  5 

50 

500 

FM 

59507 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  5 

TOTAL 

70,000 

YEAR  6 

wwwwwwww 

60 

600 

FM 

59607 

MISC  FAC  MAINT  PROJ 

70,000 

YEAR  6 TOTAL  70,000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 
year  1 IHHHHHHHI 

02  105  Cl  73301  AIR  CON  SYSTEM-IMPROVEMENTS  615,900  66<^,700 

05  199  Cl  75501  MECH  EQUIP-ROOF  INSTALLATION  235,700  0 


52 
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sBPREP  report  s784 
run  dates  7-AUG-1989 


TIME: 


7; 43PM 


CITY  « COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT  CIAC 

PRIO  PPIO 


CIP 


project/workphase 
NO.  TITLE 


department 

REQUEST 

851 >600 


BOARD 

APPROVED 

664 >700 


year  1 TOTAL 


:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO  PAGE: 

RUN  DATE:  7-AUG-1989  TINE:  7:«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT  CIAC  PROJECT/NORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  70  CAO 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


YEAR  1 

01 

105 

FM 

36001 

VAR  BLDGS-COND  MONITORING  PROG 

498 » 000 

340,000 

02 

199 

Cl 

67301 

BOND  PROGRAM-PROJECT  DEVELOPMENT 

50>000 

0 

YEAR  1 

TOTAL 

548,000 

340,000 

FUND  GP/FD:  02301  YERBA  BUENA  CENTER 

YEAR  1 

01 

101 

Cl 

70001 

LOW  INCOME  HOUSING 

3,078,571 

3,078,571 

YEAR  1 

TOTAL 

* 

3,078,571 

3,078,571 

54 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 
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:BPREP  REPORT  :784 

RUN  DATE:  7-AUG-1989  TIME:  7:93PM 


DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARO 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  72  COUNTY  AGRICULTURE 

-HEIGHTS  A 

MEASU 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

>#ww*#wwww 

01 

106 

FM 

20701 

FARMERS  MKT-REPAIR  STALLS 

9,895 

11,810 

02 

199 

FM 

27101 

FARMERS  MKT-REROOF  STALL  AREAS 

36,000 

0 

03 

199 

FM 

32501 

FARMERS  MARKET-RESURFACE  ROADS 

10,000 

0 

09 

199 

FM 

27201 

FARMERS  MKT-FENCE  PARKING  AREA 

23,809 

0 

YEAR  1 TOTAL 

79,699 

11,810 

YEAR  2 

20 

200 

FM 

59365 

FARMERS  MARKET-RESURFACE  PARKING 

250,000 

YEAR  2 TOTAL 


250 >000 


;BPREP  REPORT 

RUN  DATE:  7-AUG-1989 


TIME 


7:«PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


PAGE:  56 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  74  MEDICAL  EXAMINER/  CORONER 
FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

199 

FM 

41001 

VAR  AREAS-FLOOR  COVERING 

16 » 100 

0 

02 

199 

FM 

27301 

HOJ-DEEP  FREEZE-REPLACE  SYSTEM 

68)000 

68)000 

YEAR  1 

TOTAL 

84)100 

68)000 

wwwwwwww 

YEAR  2 

20 

200 

FM 

59237 

OFFICE  SECURITY  SYSTEM 

42)600 

YEAR  2 

TOTAL 

42)600 

:BPREP  REPORT  :784 
RUN  DATE:  7-AU6-1989 


TIME:  7:45PM 
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DEPT 

CIAC 

PROJECT/MORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  75  ELECTRICITY 

FUND  GP/FD:  01001  GENERAL 

FUND 

IHHHHHMHf  YEAR  1 

03 

199 

FM 

38701 

SIREN  NARNIN6  SYSTEM 

22>120 

0 

YEAR  1 TOTAL 

22>120 

0 

YEAR  2 

wmtwwnnw 

20 

200 

FM 

59352 

101  RANKIN-INTRUSION  ALARM  SYS 

127,200 

20 

200 

Cl 

99268 

901  RANKIN-EMERGENCY  GENERATOR 

200,000 

20 

200 

Cl 

99269 

901  RANKIN-TELE  COM-NEW  FACILITY 

440,700 

20 

200 

FM 

59235 

VAR  LOC-MISC  FAC  MAINT  PROJ 

25,000 

20 

200 

FM 

59233 

CEN  FIRE  ALRM-GATE/SURVEIL  SYSTEM 

18,715 

YEAR  2 TOTAL 

811,615 

YEAR  3 

WMXXKXim 

30 

300 

FM 

59315 

VAR  LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  3 TOTAL 

25,000 

YEAR  4 

Kwwwintim 

40 

400 

FM 

59418 

VAR  LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  4 TOTAL 

25,000 

MHHHHtWM  YEAR  5 

50 

500 

FM 

59517 

VAR  LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  5 TOTAL 

25,000 

YEAR  6 

60 

600 

FM 

59616 

VAR  LOC-MISC  FAC  MAINT  PROJ 

25,000 

YEAR  6 TOTAL 

25,000 

FUND  GP/FO:  01005  GENERAL 

FUND- 

PROJCT 

YEAR  1 

01 

101 

FM 

24301 

MISC  FAC  MAINT  PROJ 

33,000 

28,250 

02 

199 

FM 

36501 

CEN  RAD  STA-TOWER  MODIFICATIONS 

38,000 

0 

sBPREP  report  :784 
RUN  DATE:  7-AUG-1989 


TIME:  7:WM 


CITY  S COUNTY  OF  SAN 

capital  budget  by  DEPT  PRIORITY 


dept  ciac 

PRIO  PMO 


PROJECT/WORKPHASE 

NO.  title 


department 

request 

71 >000 


BOARD 

APPROVED 

28  >250 


YEAR  1 TOTAL 


7:«PM 


CITY  « COUNIY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


•bprep  report  :7e<t 

RUN  DATE:  7-AUG-1989 


TIME: 


dept  ciac 

PRIO  PRio 


CIP 


PROJECT/WORKPHASE 
NO.  TITLE 


RESP  DEPT:  80  REGISTRAR 

fund  GP/FD:  01005  GENERAL  FUND-PROJCT 

********  YEAR  1 *X"»*’*** 

Cl  64201  CH-OFFICE  RENOVATION 


year  1 TOTAL 


PAGE:  59 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


555*000  128*250 

555*000  128*250 


:BPREP  REPORT  : 
RUN  DATE:  7-AUG 

784 

-1989 

CITY  A COUNTY  OF  SAN  FRANCISCO 
TINE:  7:43PH  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

PAGE 

DEPT 

PRIO 

CIAC 

PRIO 

PROJECT/WORKPHASE 

CIP  NO.  TITLE 

DEPARTNENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  83  PUBLIC  HEALTH  CENTRAL  OFFICE 
FUND  6P/FD:  01001  GENERAL  FUND 
YEAR  1 


02 

103 

FM 

29301 

SOUTHEAST  HLTH  CTR-REPLACE  ROOF 

114,500 

114,500 

04 

199 

FM 

27401 

101  GROVE -HE AT/VENT  SYSTEM 

50,000 

0 

06 

199 

Cl 

81401 

101  GROVE -AUDITORIUM  EGRESS 

161,800 

0 

YEAR  1 TOTAL 

326,300 

114,500 

YEAR  2 

20 

200 

FM 

59224 

HLT  CTRS-MISC  FAC  MAINT  PROJ 

75,000 

20 

200 

FM 

59216 

VAR  LOC-MISC  FAC  MAINT  PROJ 

75,000 

YEAR  2 TOTAL 

150,000 

YEAR  3 

30 

300 

FM 

59339 

HLT  CTRS-MISC  FAC  MAINT  PROJ 

75,000 

30 

300 

FM 

59338 

VAR  LOC  MISC  FAC  MAINT  PROJ 

75,000 

YEAR  3 TOTAL 

150,000 

WWWWKWKW  YEAR  4 

IHHHHHHH* 

40 

400 

FM 

59430 

HLT  CTRS-MISC  FAC  MAINT  PROJ 

75,000 

40 

400 

FM 

59423 

VAR  LOC-MISC  FAC  MAINT  PROJ 

75,000 

YEAR  4 TOTAL 

150,000 

<nti»ntintK  year  5 

50 

500 

FM 

59529 

HLT  CTRS-MISC  FAC  MAINT  PROJ 

75,000 

50 

500 

FM 

59526 

VAR  LOC-MISC  FAC  MAINT  PROJ 

75,000 

YEAR  5 TOTAL 

150,000 

YEAR  6 

60 

600 

FM 

59629 

HLT  CTRS-MISC  FAC  MAINT  PROJ 

75,000 

60 

600 

FM 

59628 

VAR  LOC-MISC  FAC  MAINT  PROJS 

75,000 

YEAR  6 TOTAL  150,000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


60 


YEAR  1 


tBPREP  REPORT  .*784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE;  7-AUG-1989  TIME;  7;^5PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT  CIAC  PROJECT/NORKPHASE 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP 

DEPT;  85 

LAGUNA  HONDA 

FUND 

GP/FD:  37001  LAGUNA 

HONDA 

OPERATING  FUND 

IHHUHUHHf  YEAR 

s WWWWWWWW 

01 

101 

FM 

35001 

MISC  FAC  MAINT  PROJ 

02 

102 

Cl 

61301 

EMERGENCY  GENERATOR  BUILDING 

03 

103 

FM 

41501 

MAIN  BLDG-ROOF  REPAIR 

04 

199 

FM 

20501 

MED  RECORDS  DEPT-RELOCATE 

05 

199 

FM 

41401 

VAR  BLDGS-EXTERIOR  REHAB 

06 

199 

Cl 

83901 

CEN  SUPPLY-EXPANSION 

07 

199 

FM 

35201 

VAR  NARDS-FLOOR  COVERING 

08 

199 

FM 

20401 

WARD  C5-M0DEL  WARD  PROGRAM 

YEAR  1 TOTAL 


MKXiCKicxic  YEAR  E 


20 

200 

FM 

59215 

VARIOUS  ENTRANCES-MODIFICATIONS 

20 

200 

FM 

59216 

ASBESTOS  ABATE/TOXIC  CONTROL  PROG 

20 

200 

FM 

59217 

WARD  C-2-PSYCHIATRIC  UNIT 

20 

200 

FM 

59207 

VAR  INTERIOR  AREAS-PAINTIN6 

20 

200 

FM 

59208 

BEAUTY  SALON-RE LOCATE 

20 

200 

FM 

59209 

DIESEL  FUEL  TANKS-REPLACE 

20 

200 

FM 

59210 

VOLUNTEERS  AREA-IMPROVEMENTS 

20 

200 

FM 

59211 

VAR  INT  AREAS-DIRECTIONAL  SIGNS 

20 

200 

FM 

59213 

SECURITY  OFFICE -EXPANSION 

20 

200 

FM 

59214 

MASTER  KEY/PERIMETER  ALARM  PROJ 

20 

200 

FM 

59203 

CENTRAL  SUPPLY-PAINTING 

20 

200 

Cl 

99201 

GERALD  SIMON  THEATRE-LIGHTING 

20 

200 

Cl 

99203 

CENTRAL  SUPPLY  AREA-EXPANSION 

20 

200 

Cl 

99204 

MAIN  BLDG-5  FLR-ENCLOSE  WALKWAY 

20 

200 

Cl 

99205 

RADIOLOGY/DENTAL  DEPTS-REMODEL 

20 

200 

Cl 

99206 

MAIN  BLDG-PHARMACY  MODIFICATION 

20 

200 

Cl 

99207 

MODEL  WARD  REMODELING  PROGRAM 

20 

200 

Cl 

99210 

GARAGE -CONSTRUCTION 

20 

200 

Cl 

99211 

LAUNDRY  BLDG-CEILING  LIGHTING 

20 

200 

Cl 

99212 

MORAN  HALL-ACOUSTICAL  IMPROVEMENT 

20 

200 

Cl 

99213 

VAR  WARDS-NHEELCHAIR  CHARGERS 

20 

200 

Cl 

99216 

WARD  K3-BASEMENT-REHABILITATE 

20 

200 

Cl 

99217 

WARD  F3-REM0DEL 

20 

200 

FM 

59204 

NURSING  LOUNGE -A300-PAINTING 

20 

200 

FM 

59206 

LAUNDRY  BLDG-INTERIOR  PAINTING 

20 

200 

FM 

59202 

VAR  BLDGS-MISC  FAC  MAINT 

20 

200 

FM 

59201 

EXTERIOR  REPAIRS  AND  PAINTING 

YEAR  2 TOTAL 


»«««««««  YEAR  3 ««««««»« 


PAGE;  63 


DEPARTMENT 

REQUEST 


850.000 

157.000 

140.400 
300,240 
293,980 
899,100 

168.400 
739,380 

3,548,500 


60,000 

100,000 

500.000 

130.000 

200.000 
120,000 

35,400 

18,500 

25.000 

125.000 

20.000 

50.000 
832,480 
166,430 
322,500 

56,570 

725.000 

75.000 

50.000 

50.000 

40.000 
5,000 

150.000 

19.000 

121,100 

500.000 
323,150 


BOARD 

APPROVED 


400.000 

157.000 

140.400 
0 
0 
0 
0 
0 

697.400 


4,820,130 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

30 

300 

Cl 

99307 

CLARE  HALL-EAST  RAMP-AI<MING 

12 >000 

30 

300 

Cl 

99308 

MODIFY  STEAM  SYS  CONTROLS 

23>000 

30 

300 

Cl 

99309 

HYDRO  POOL-STUDY 

25>000 

30 

300 

Cl 

99310 

EXIT  ROADS-STUDY 

15>000 

30 

300 

Cl 

99311 

LANN  SPRINKLER  SYSTEM 

111>000 

30 

300 

Cl 

99312 

WARD  2C-NURSE  PATIENT  WARD 

972>000 

30 

300 

Cl 

99313 

WARD  K3-BASEMENT-REHABILITATE 

50 >000 

30 

300 

FM 

59303 

VAR  INT  STAIRWELLS-FLOOR  COVERING 

50 >000 

30 

300 

FM 

59304 

NURSES  LOUNGE-FLOORING 

25>000 

30 

300 

Cl 

99302 

MODEL  WARD  REMODELING  PROGRAM 

750 >000 

30 

300 

Cl 

99303 

CLARENDON  HALL-PARKING  AREA 

218>000 

30 

300 

Cl 

99304 

MALE  LOUNGE -RENOVATION 

75 >000 

30 

300 

Cl 

99305 

CLARENDON  HALL-FENCE 

25>000 

30 

300 

Cl 

99306 

CLARE  HALL-DAY  CTR-EXPAND 

92 >000 

30 

300 

FM 

59305 

INTERIOR  R0ADS-RESURFACIN6 

210>000 

30 

300 

FM 

59302 

VAR  BLDGS-MISC  FAC  MAINT 

500 >000 

30 

300 

FM 

59301 

EXTERIOR  REPAIRS  AND  PAINTING 

355 >650 

YEAR  3 TOTAL 

3>508>650 

YEAR  4 

40 

400 

FM 

59402 

VAR  BLDGS-MISC  FAC  MAINT 

500 >000 

40 

400 

Cl 

99402 

MODEL  WARD  REMODELING  PROGRAM 

775 >000 

40 

400 

FM 

59401 

EXTERIOR  REPAIRS  AND  PAINTING 

430 >280 

YEAR  4 TOTAL 

1>705>280 

YEAR  5 

WWMWWWWW 

50 

500 

FM 

59501 

VAR  BLDGS-MISC  FAC  MAINT 

500 >000 

YEAR  5 TOTAL 

500>000 

KiHHHHHHt  YEAR  6 

WW«gWWWWW 

60 

600 

FM 

59601 

VAR  BLDGS-MIS  FAC  MAINT 

500 >000 

BOARD 

APPROVED 


YEAR  6 TOTAL 


500 >000 


:BPREP  REPORT  :78^ 
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CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  86  SAN  FRANCISCO  GENERAL 

HOSPITAL 

FUND  GP/FDt  36001  HOSPITAL 

OPERATING 

! FUND 

YEAR  1 

01 

101 

FM 

20001 

MISC  FAC  MAINT  PROJ 

1>250,000 

791,000 

02 

102 

FM 

22101 

VAR  BLDGS-REPLACE  FIRE  ALARM  SYS 

84 » 100 

84,100 

05 

106 

FM 

22001 

LAUNDRY-INSTALL  CEILING 

194,000 

109,900 

03 

199 

FM 

20501 

VAR  8LDGS-R00F  REPAIR 

332,000 

0 

04 

199 

FM 

22201 

MED  CTR-A/C  SYS-RETUBE  CHILLER 

99,000 

0 

06 

199 

FM 

22301 

MED  CTR-GASTRO  CLINIC-REMODEL 

85,800 

0 

07 

199 

FM 

21501 

CLINIC  RESEARCH  CTR-RELOCATE 

47,000 

0 

08 

199 

FM 

20301 

SFMC-ETHYLENE  OXIDE  VENT  SYS 

85,200 

0 

YEAR  1 TOTAL 

2,177,100 

985,000 

KKiUtWjtxit  YEAR  2 

20 

200 

Cl 

99218 

MED  CTR-REMODEL  NURSE  STATION 

309,500 

20 

200 

Cl 

99219 

MED  CTR-FOOD  SERVICE  OFFICES 

94,000 

20 

200 

Cl 

99223 

MED  CTR-NURSE/ADMIN  OFFICES 

30 ,000 

20 

200 

Cl 

99406 

VAR  LOC-SECURITY  FENCING 

44,500 

20 

200 

FM 

59205 

MED  CTR-EMERG  DEPT-TRAUMA  SVC  EXP 

26,900 

20 

200 

Cl 

99228 

MED  CTR-AMBULATORY  CTR-EXPAND 

189,000 

20 

200 

Cl 

99229 

BLDG  10/100  FIRE  SAFETY 

144,000 

20 

200 

Cl 

99230 

MED  CTR-FLURO  RM-VAC/OXY  LINES 

30,000 

20 

200 

Cl 

99231 

POWER  HSE  COMPRESSOR  AIR  INTAKE 

45,000 

20 

200 

Cl 

99203 

MODIFY  ELEVATORS-HANDICAPPED  ACCE 

55,200 

20 

200 

FM 

59208 

VAR  BLDGS-DIRECTIONAL  SIGN  SYS 

17,500 

20 

200 

Cl 

99212 

ELEVATOR  NO  14-INSTALL  CAB 

395,770 

20 

200 

FM 

59211 

VAR  LOC-REPLACE  SWITCHGEAR 

120,000 

20 

200 

FM 

59206 

VAR  BLDGS-SECURITY  DOOR  LOCK  SYS 

150,000 

20 

200 

Cl 

99215 

SURVEILLANCE  SECURITY  EXTENSIONS 

25,950 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

700,000 

20 

200 

FM 

59214 

MED  CTR-PHARMACY-CHEMO  PREP  RM 

70,000 

20 

200 

FM 

59212 

MED  CTR-ELE  14-INSTALL  CAB 

395,000 

20 

200 

FM 

59213 

MED  CTR-EMERG  DEPT-OFFICE  AREA 

150,000 

20 

200 

FM 

59216 

VAR  L0C-PARKIN6  AREA  IMPROVEMENTS 

56,000 

20 

200 

FM 

59215 

VAR  AREAS-ASBESTOS  ABATEMENT 

25,000 

20 

200 

Cl 

99236 

BLDG  100-CLINIC  CTR-RELOCATE 

40,000 

20 

200 

Cl 

99237 

MED  CTR-TELEMETRY  RM-EXPANSION 

150,000 

YEAR  2 TOTAL 

3,263,320 

mmnnnm  YEAR  3 

30 

300 

Cl 

99226 

BLDGS  10/80-E LEVATORS 

200,000 

30 

300 

Cl 

99232 

MED  CTR-ULTRASOUND  UNIT-RELOCATED 

50,000 

30 

300 

Cl 

99317 

CORONARY  CARE  UNIT-PARTITIONS 

75,000 

30 

300 

Cl 

99315 

MED  CTR-ELE  12-INSTALLATION 

314,000 

:BPREP  REPORT  :78<^  CITY  t COUNTY  OF  SAN  FRANCISCO  PAGE: 
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DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

30 

300 

Cl 

99235 

MED  CTR-NURSERY-AIR/OXY  OUTLETS 

50 >000 

30 

300 

Cl 

99311 

VAR  PKG  AREAS-SECURITY  LIGHTING 

215 >000 

30 

300 

Cl 

99202 

MECH  RM  lOO-STEAM  LINE  VALVES 

89>300 

30 

300 

Cl 

99213 

MED  CTR-RELOC  CLINICAL  STUDY  CTR 

30>000 

30 

300 

Cl 

99308 

MOD  ELEVATORS-HANDICAPPED  ACCESS 

71 >400 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

700 >000 

30 

300 

FM 

59303 

MED  CTR-CAST  RM  fUNIT  3B)-RELOCAT 

50 >000 

30 

300 

FM 

59304 

MED  CTR-RAD  TREATMENT-LEADED  RM 

75>000 

30 

300 

FM 

59305 

MED  CTR-PSY  UNITS-MED  GAS  OUTLETS 

50 >000 

30 

300 

FM 

59302 

VAR  AREAS-ASBESTOS  ABATEMENT 

25>000 

30 

300 

Cl 

99419 

MED  CTR-OPD-NEEDS  ASSESSMENT 

100 >000 

30 

300 

Cl 

99318 

NED  CTR-NENBORN  NURSERY-EXPAND 

50 >000 

BOARD 

APPROVED 


YEAR  3 TOTAL 


2 >144 >700 


WWWWXMWW  VCAD  A. 


40 

400 

Cl 

99313 

40 

400 

Cl 

99502 

40 

400 

Cl 

99220 

40 

400 

Cl 

99301 

40 

400 

Cl 

99302 

40 

400 

FM 

59401 

40 

400 

FM 

59402 

YEAR  4 TOTAL 

wwww^*w**«  X/CAD  C wwwwwwww 


MED  CTR-RES  DOCTORS  STUDY  353 >640 
ELEVATOR  NO  3-INSTALLATION  225>800 
SERVICE  BLDG-COMPUTER  750 >000 
BLDG  10/40-ENLARGE  FIRE  ROAD  35 >000 
ADMIN  AREA-REMODEL  SHELLED  AREA  22 >000 
MISC  FAC  MAINT  PROJ  700 >000 
VAR  AREAS-ASBESTOS  ABATEMENT  25 >000 


2>111>440 


50 

500 

Cl 

99314 

BLDGS  100/200/300-RENODEL 

1>433>600 

50 

500 

Cl 

99204 

BOILER  RN-AIR  COMPRESSOR 

36 >800 

50 

500 

Cl 

99214 

MED  CTR-INTENSIVE  CARE  UNIT 

150 >000 

50 

500 

Cl 

99503 

ELEVATOR  NO  4-INSTALLATlON 

225>800 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

700 >000 

50 

500 

FM 

59502 

VAR  AREAS-ASBESTOS  ABATEMENT 

25>000 

YEAR  5 TOTAL 


2 >571 >200 


««««««««  YEAR  6 IHHHHHtMK 


60 

600 

Cl 

99310 

MED  CTR-INTENSIVE  CARE  UNIT 

3>000>000 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

700 >000 

60 

600 

FM 

59602 

VAR  AREAS-ASBESTOS  ABATEMENT 

25>000 

66 


YEAR  6 TOTAL 


3>725>000 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 
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DEPT  CIAC  PROJECT/NORKPHASE 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP  DEPT:  87  COMMUNITY  MENTAL 

HEALTH 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

wwwwwwww 

00 

106 

Cl 

62201 

JAIL  1-REMODEL  MEDICAL  OFFICES 

04 

199 

FM 

24801 

HOJ-JAIL  1-7TH  FL-PHARMACY 

YEAR  1 TOTAL 

iHHHUHnm  YEAR  2 

20 

200 

FM 

59366 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

20 

200 

FM 

59367 

CMHS-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59313 

REDWOOD  CENTER-EXTERIOR  PAINTING 

20 

200 

FM 

59229 

REDWOOD  CTR-REPLACE  FLOOR  COVER 

YEAR  2 TOTAL 

iHHHHOum  YEAR  3 

30 

300 

FM 

59443 

CMHS-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59442 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  3 TOTAL 

YEAR  4 

KKKMmUtW 

40 

400 

FM 

59536 

CMHS-MISC  FAC  MAINT  PROJ 

40 

400 

FM 

59535 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  4 TOTAL 

YEAR  5 

50 

500 

FM 

59637 

CMHS-MISC  FAC  MAINT  PROJ 

50 

500 

FM 

59635 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  5 TOTAL 

tHHUHHHHf  YEAR  6 

60 

600 

FM 

59638 

CMHS-MISC  FAC  MAINT  PROJ 

60 

600 

FM 

59636 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


YEAR  1 


PAGE:  67 


DEPARTMENT 

REQUEST 


0 

71»000 

71»000 


40 >000 
30 >000 
29>400 
47>040 

146 >440 


30>000 
40 >000 

70>000 


30>000 
40 >000 

70 >000 


30 >000 
40 >000 

70 >000 


30>000 
40 >000 


BOARD 

APPROVED 


60 >288 
0 

60 >288 


70 >000 


I 
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RUN  DATE:  7-AUG-1989 


TIME:  7:«PM 


CITY  A COUNTY  OF  SAN  FRANCI^O 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 


DEPT 

PRIO 


01 

02 

03 

05 


ClAC 

PRIO  CIP 


PROJECT/HORKPHASE 

NO.  title 


101  TM 

199  FM 

199  FM 

199  FM 


31301 

28701 

22101 

31701 


CMHS-VAR  LOC-FAC  MAINT  PROJ 
REDWOOD  CTR-PATIO  DECK 
SUNSET  DAY  TREAT  ^TR-PATIO 
ALEMANY/SUNSET  CTRS-MAINT  PROJ 


department 

REQUEST 


35»000 
A6»000 
26»400 
AO >000 

1A7>A00 


BOARD 

approved 


22 >600 
0 
0 
0 

22>600 


YEAR  1 TOTAL 


tBPREP  REPORT  CITY  i COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:43PN  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  90 

PUBLIC  NORKS 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR 

m wwwwwwxM 

01 

101 

FM 

21301 

MISC  FAC  MAINT  PROJ 

3,694,771 

2,090,500 

02 

105 

Cl 

62301 

CH-ELECT  POWER  CAPACITY  STUDY 

15,000 

15,000 

06 

106 

FM 

29101 

CH-RESTROOMS-DISABLED  ACCESS 

100,000 

75,000 

07 

106 

FM 

24901 

VAR  BLDGS-REMOVE  ARCH  BARRIERS 

550,000 

150,000 

03 

199 

Cl 

98601 

CH-ROOF/SKYLIGHTS 

210,000 

0 

11 

199 

Cl 

74001 

EARTHQUAKE  SAFETY  SURVEY 

300,000 

0 

15 

199 

FM 

35901 

HOJ-CLEAN  VENTILATION  SYSTEM 

85,000 

0 

16 

199 

FM 

36201 

HOJ-PNEUMATIC  TUBE  SYS  J3") 

44,800 

0 

20 

199 

FM 

28001 

ARMY  ST  YARD-MODIFY  WOMENS  RESTRM 

48,200 

0 

21 

199 

FM 

27901 

ARMY  ST  YARD-CARPORT-REPLACE  ROOF 

35,000 

0 

22 

199 

FM 

27801 

CH-ENT  DOORS-REPAIR  GRILL  WORK 

140,000 

0 

23 

199 

FM 

27701 

CH-STANDARDIZE  DIRECTIONAL  SIGNS 

10,000 

0 

28 

199 

FM 

27601 

HOJ-BOILER  ROOM  FEED  PUMPS 

12,275 

0 

29 

199 

FM 

28101 

CH-REPAIR/MODIFY  HEATING  SYSTEM 

42,500 

0 

30 

199 

FM 

28201 

VAR  BLDGS-BACKFLOW  PREVENT  DEVICE 

51,100 

0 

32 

199 

FM 

28801 

ARMY  ST  YARD-STAND  STORAGE  FAC 

4,247 

0 

YEAR  1 TOTAL 

5,342,893 

2,330,500 

PAGE: 


VCAB  <9  ****wwwww>* 


20 

200 

Cl 

99294 

GREAT  HIGHWAY-RECONSTRUCTION 

1,865,000 

20 

200 

FM 

59370 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

890,000 

20 

200 

Cl 

99235 

.GREAT  HIGHWAY -SEAWALL 

3,500,000 

20 

200 

Cl 

99240 

FIRE  AND  POLICE  ALARMS 

25,000 

20 

200 

Cl 

99236 

ARMY  ST  YD-RELOC  SAWDUST  COLLECT 

134,300 

20 

200 

FM 

59369 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

50,000 

20 

200 

FM 

59270 

ARMY  ST  YARD-SHOP  BLDGS-PAINTING 

29,000 

20 

200 

FM 

59290 

UN  PLAZA-REPLACE  BRICKS 

44,000 

20 

200 

FM 

59253 

ARMY  ST  MAINT  YD-AIR  COMPRESSOR 

7,500 

20 

200 

FM 

59252 

ARMY  ST  YD-BLDG  A-FLOORING 

20,000 

20 

200 

FM 

59354 

CITY  HALL-RM  67-ELECT  SWTCHBOARD 

300,000 

20 

200 

Cl 

99270 

CH-ELECTRICAL  POWER  DISTRIBUTION 

200,000 

20 

200 

Cl 

99271 

CH-RM  368F-VENTILATION 

11,000 

20 

200 

Cl 

99274 

HOJ-ELECTRICAL  BYPASS  SWITCH 

57,000 

20 

200 

FM 

59355 

CH-MAIN  ELECT  SWTCHBRD-REPLACE 

195,000 

20 

200 

Cl 

99265 

ARMY  ST  YD-REPLACE  ELECT  SERVICE 

198,000 

20 

200 

FM 

59227 

CH-COLD  WATER  RISERS 

75,000 

20 

200 

Cl 

99440 

CH-RM  61-VENTILATION  SYSTEM 

34,500 

20 

200 

Cl 

99439 

CITY  HALL-REPLACE  ROOF 

490,000 

20 

200 

Cl 

99254 

45  HYDE-REPLACE  ELECTRICAL  PANELS 

41,500 

20 

200 

FM 

59239 

HOJ-WORKSHOP-EXHAUST  SYSTEM 

15,000 

20 

200 

Cl 

99392 

CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

167,000 

20 

200 

Cl 

99394 

45  HYDE-ELECTRICAL  PANELS 

38,000 

20 

200 

Cl 

99397 

CH-MAIN  ELECT  DIST  SWITCHBOARD 

28,000 

69 
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CITY  S COUNTY  OF  SAN  FRANCISCO 


PAGE; 


DATE: 

7-AUG-1989 

TIMEj  7! 

!43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

20 

200 

FM 

59324 

HOJ-REPLACE  FLAG  POLES 

33,080 

20 

200 

FM 

59246 

HOJ-BOILER  RM-AIR  PURGE  COMPRESS 

15,930 

20 

200 

FH 

59259 

CH-VAR  LOC-MARBLE  REPAIR 

82,900 

20 

200 

FM 

59257 

HALLIDIE  PLAZA-BENCH  REPAIR 

36,450 

20 

200 

FM 

59255 

CH-WALL  CLOCK-REHABILITATION 

100,000 

20 

200 

FM 

59212 

MISC  FAC  MAINT  PROJ 

3,000,000 

20 

200 

FM 

59381 

CH-RADIATORS/CONDENSATE  LINE 

50,000 

20 

200 

FM 

59376 

VAR  BLOGS-ASBESTOS  ABATE  PROG 

250,000 

20 

200 

FM 

59377 

CH-VAR  DOORS-METAL  GRILL  NORK 

140,000 

20 

200 

FM 

59374 

CH-DOME-SURVEY  AND  REPAIR 

60,000 

YEAR  2 TOTAL 
NN«NKIHHf  YEAR  3 


12>183»160 


30 

300 

Cl 

99299 

ARMY  ST  YARD-BLDG  A-VENT  SYSTEM 

502,000 

30 

300 

FM 

59307 

MISC  FAC  MAINT  PROJ 

3,000,000 

30 

300 

Cl 

99273 

HOJ-SANITARY  WASTE  STUDY 

55,000 

30 

300 

Cl 

99442 

ARMY  ST  YD-BLDG  A-VENT  SYSTEM 

474,800 

30 

300 

Cl 

99448 

CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

167,000 

30 

300 

Cl 

99443 

ARMY  ST  YD-ARCHITECTURAL  STUDY 

25,000 

30 

300 

FM 

59340 

CH  COLD  WATER  RISERS 

75,000 

30 

300 

Cl 

99226 

HOJ-WINDOW  AREAS-SOLAR  FILM 

36,000 

30 

300 

Cl 

99324 

FIRE  AND  POLICE  ALARMS 

25,000 

30 

300 

Cl 

99325 

450  MCALLISTER-HVAC  SYS 

49,700 

30 

300 

FM 

59445 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

500,000 

30 

300 

FM 

59444 

CIVIC  CTR-STREAM  LOOP-MAINT  PROJ 

50,000 

30 

300 

FM 

59209 

HOJ-TUBE  SYSTEM  RECON  (4  INCH) 

227,300 

30 

300 

FM 

59382 

CH-RADIATORS/CONDENSATE  LINE 

50,000 

30 

300 

FM 

59378 

CH-VAR  DOORS-METAL  GRILL  WORK 

140,000 

30 

300 

FM 

59375 

CH-DOME-SURVEY  AND  REPAIR 

60,000 

R 3 TOTAL 

5,436,800 

YEAR  4 

40 

400 

FM 

59538 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

380,000 

40 

400 

FM 

59537 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

50,000 

40 

400 

Cl 

99393 

45  HYDE-2/3  FLOORS-VENTILATION 

495,000 

40 

400 

FM 

59431 

CH-COLD  WATER  RISERS 

75,000 

40 

400 

Cl 

99368 

BERNAL  HEIGHTS-EAST  SLOPE-SUD 

280,000 

40 

400 

Cl 

99415 

FIRE  AND  POLICE  ALARMS 

25,000 

40 

400 

Cl 

99395 

45  HYDE  2/3  FLOORS-REMODEL 

818,200 

40 

400 

FM 

59405 

MISC  FAC  MAINT  PROJ 

3,000,000 

40 

400 

FM 

59449 

CH-RADIATORS/CONDENSATE  LINE 

60,000 

40 

400 

FM 

59452 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

15,000 

40 

400 

FM 

59456 

CH-VAR  DOORS-METAL  GRILL  WORK 

140,000 

40 

400 

FM 

59455 

CH-DOME-SURVEY  AND  REPAIR 

60,000 

BOARD 

APPROVED 


5»398,200 


70 


YEAR  4 TOTAL 


:BPREP  REPORT  5784  CITY  8 COUNTY  OF  SAN  FRANCISCO 

RUN  DATE;  7-AUG-1989  TIME;  7;45PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1909-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

jmmtwintw  YEAR  B 

50 

500 

FM 

59641 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

380,000 

50 

500 

FM 

59639 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

50,000 

50 

500 

Cl 

99505 

FIRE  AND  POLICE  ALARMS 

25,000 

50 

500 

FM 

59505 

MISC  FAC  MAINT  PROJ 

3,000,000 

50 

500 

FM 

59523 

CH-DOME -SURVEY  AND  REPAIR 

70,000 

YEAR  5 TOTAL 

3,525,000 

tHunnmnn  YEAR  6 

60 

600 

Cl 

99603 

FIRE  AND  POLICE  ALARMS 

25,000 

60 

600 

FM 

59640 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

50,000 

60 

600 

FM 

59642 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

380,000 

60 

600 

FM 

59605 

MISC  FAC  MAINT  PROJ 

3,000,000 

YEAR  6 TOTAL 

3,455,000 

FUND  GP/FDt  01005  GENERAL 

FUND-PROJCT 

jnutKWWKW  YEAR  1 

12 

102 

FM 

35601 

UNDERGROUND  STOR  TANK-REPLACEMENT 

890,000 

580,000 

00 

103 

FM 

20301 

CH-STM  LOOP/WIN  SASH/NTR  PIPE-REP 

0 

85,000 

05 

103 

Cl 

65801 

CH-SKYLIGHTS 

215,000 

215,000 

09 

103 

FM 

23101 

450  MCALLISTER-EXT  WINDON  SASH 

85,050 

102,060 

04 

105 

Cl 

66301 

CIVIC  CTR  STEAM  SYS-IMPROVE 

406,000 

39,000 

08 

106 

FM 

36101 

CH-DOME-SURVEY/REPAIR 

52,500 

63,000 

10 

199 

FM 

35701 

VAR  BLOGS-ASBESTOS  PROG-ABATEMENT 

250,000 

0 

13 

199 

Cl 

60701 

HOJ-HVAC  SYS-IMPROVEMENT  STUOY 

40,000 

0 

14 

199 

FM 

22201 

HOJ-MODIFY  ELECTRICAL  SYSTEM 

202,000 

0 

17 

199 

Cl 

81301 

CH-RM  282 -IMPROVEMENTS 

188,800 

0 

18 

199 

FM 

26901 

CH-ROTUNDA  AREA-PLASTER  REPAIR 

54,573 

0 

19 

199 

FM 

34401 

CH-EXT  WINDON  SASH-PAINTING 

252,000 

0 

24 

199 

FM 

26801 

VAR  LOC-ELEVATOR  CONTROL  DEVICES 

82,810 

0 

25 

199 

Cl 

70901 

ARMY  ST  YARD -SECURITY  LIGHTING 

6,672 

0 

26 

199 

FM 

27001 

CH-COLD  WATER  RISERS 

82,687 

0 

27 

199 

FM 

27201 

HOJ-COLD  WATER  PIPING 

51,569 

0 

31 

199 

FM 

34501 

CC-STEAM  LOOP-ANNUAL  MAINT  PROG 

35,000 

0 

YEAR  1 TOTAL 

2,894,661 

1,084,060 

FUND  GP/FD;  02091  SPECIAL 

GAS  TAX 

STREET  IMPROVEMEN 

YEAR  1 

wwwwwwww 

01 

101 

Cl 

85001 

TFC  CONTROL  DEVICES 

40,000 

0 

02 

102 

Cl 

75101 

VAR  LOC-RAISED  LANE  MARKERS 

100,000 

0 

03 

103 

Cl 

91401 

INTERSECTION  RECHNL-VAR  LOC 

190,000 

0 

04 

104 

Cl 

90301 

MODIF  EXIST  TRF  SGNL-MUTCD  STDS 

100,000 

0 

:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO  PAGE: 


RUN  DATE:  7-AUG-1989 

TIME: 

7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

05 

105 

Cl 

88301 

POTRERO  AV  SAF  JMP 

20>000 

0 

06 

106 

Cl 

91201 

3RD  ST  MEDIAN  IS-MARIPOSA/JAMESTN 

40 >000 

D 

07 

107 

Cl 

83101 

3RD  ST  BRIDGE  AT  CHANNEL-REHAB 

819 >200 

0 

08 

108 

Cl 

89701 

4TH  ST  BR  AT  CHAN  ST  REH  APPR  SPA 

100 >000 

0 

09 

109 

FM 

21501 

TRAF  SIG  REPLACE 

200 >000 

0 

10 

110 

Cl 

91601 

REPLACEMENT  OF  EQUIPMENT  BACKLOG 

2 >147 >000 

0 

11 

111 

FM 

31801 

LANDSCAPE  TREE  PRUNING 

81>318 

0 

12 

112 

FM 

31701 

STREET  TREE  RENENAL  PROGRAM 

187>500 

0 

13 

113 

FM 

31901 

MAJOR  PRUNING  A SERVICE  SDNK  TRE 

42 >500 

0 

14 

114 

FM 

32001 

GEARY  BLVD -IRRIGATION  REPLACEMENT 

200>000 

0 

15 

115 

Cl 

89201 

VAR  BR-EARTHQKE  PROOFING 

1>000>000 

0 

16 

116 

Cl 

85701 

STREET  LIGHTING 

77>000 

0 

17 

117 

Cl 

91301 

FREENAY  DIVERSION  GUIDANCE 

10>000 

0 

18 

118 

Cl 

91501 

ARMY  ST  CIRCLE  EASTBOUND  RAMP 

122>000 

0 

19 

119 

FM 

52401 

THIRD  ST  BR  AT  ISLAIS  CRK-PAINT6 

80>000 

0 

20 

120 

Cl 

91101 

CANDLESTICK  PK  ST  IMPRVMT 

312>000 

0 

21 

121 

Cl 

86101 

UNDERGND  DIST  LIGHT 

870 >000 

0 

22 

122 

Cl 

89601 

CRESTMONT  DR  ROCKFALL  BARRIER 

32>000 

0 

23 

123 

Cl 

91001 

27TH  ST-CASTRO/NOE-STAIRHAY  EXT 

33 >000 

0 

24 

124 

FM 

32101 

JUNIP  SERy^ROTHERHOD-IRRIGATE  SYS 

250 >000 

0 

YEAR  1 TOTAL 

7>053>518 

0 

WWWNKMKK  YEAR  2 

20 

200 

FM 

59223 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

8>000>000 

20 

200 

FM 

59225 

STREET  RENOVATION  PROG  IFAU) 

585 >000 

20 

200 

FM 

59221 

VAR  LOC-IRRIGATION  TIME  CONTROLS 

125>000 

20 

200 

FM 

59222 

VAR  LOC -STREET  RENOVATION  PROGRAM 

10>000>000 

20 

200 

FM 

59215 

VAR  LOC-TFC  SIG  REPLACEMENT 

2>000>000 

20 

200 

Cl 

99202 

VAR  LOC  TFC  SIGNALS 

100 >000 

20 

200 

Cl 

99203 

VAR  LOC -STREET  LIGHT  EXTENSIONS 

77>000 

20 

200 

Cl 

99224 

VAR  LOC -BIKEWAY  PROGRAM 

25 >000 

20 

200 

Cl 

99227 

VAR  LOC-RAISEO  REFLECT  PAVE  MARKE 

100 >000 

20 

200 

Cl 

99231 

POTRERO  AVE-SAFETY  IMPROVEMENTS 

400 >000 

20 

200 

Cl 

99233 

JUNIPERO  SERRA-SIDEHALK  NARROWING 

400 >000 

20 

200 

Cl 

99235 

VAR  LOC-NEW  TFC  SIGNALS  (MUTCD) 

450 >000 

20 

200 

Cl 

99240 

TFC  SIGNAL  REPLACE  PROG 

5 >700 >000 

20 

200 

Cl 

99244 

GRAND  VIEW  AVE -SIDEWALK  NARROWING 

480 >000 

20 

200 

Cl 

99247 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500>000 

20 

200 

Cl 

99249 

MANSELL  ST-CRT  ISLAND  IRRIGATION 

282 >000 

20 

200 

Cl 

99251 

BOSWORTH  ST-SAFETY  MODIFICATIONS 

310>000 

20 

200 

Cl 

99253 

VAR  LOC -CITY  AID-ST  IMPROVE 

150 >000 

20 

200 

Cl 

99255 

1280/EVANS  AVE -INTERCHANGE 

84>000 

20 

200 

Cl 

99258 

RINCON  PT/SO  BEACH-ST  IMPROVEMENT 

545 >000 

20 

200 

Cl 

99262 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

52 >800 

20 

200 

Cl 

99264 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

46 >500 

20 

200 

Cl 

99263 

MULLEN/BREWSTER/ESMERALDA-DESIGN 

70 >000 

20 

200 

Cl 

99259 

SIDEWALK  HANDICAPPED  RAMPS 

50 >000 

20 

200 

Cl 

99257 

ST  LIGHTS-UNDERGROUND  DIST 

500>000 

20 

200 

Cl 

99254 

VAR  LOC-CTR  IS  SAFETY  MODIFICATIO 

100>000 

72 


:BPREP  report  !78^  CITY  t COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG-1989  TIME:  7:«PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PRGJECT/NGRKPHASE 

DEPARTMENT 

BOARD 

PRIG 

PRIG 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

2D 

200 

Cl 

99252 

VAR  BRIDGES-SEISMIC  MODIFICATIONS 

1,200,000 

20 

200 

Cl 

99250 

VAR  LOC-CRT  ISLAND  RENOVATION 

249,425 

20 

200 

Cl 

99248 

SAN  JOSE  AVE-SLOPE  STABILIZATION 

400,000 

20 

200 

Cl 

99246 

VAR  LOC-REHAB  IRRIGATION  SYSTEMS 

669,000 

20 

200 

Cl 

99241 

SUNSET  BLVD-IRRIGATION  MAIN 

242,000 

20 

200 

Cl 

99238 

VAR  LOC -MODIFY  CENTER  ISLANDS 

100,000 

20 

200 

Cl 

99234 

PORTOLA  DR-PEDESTRIAN  OVERPASS 

379,100 

20 

200 

Cl 

99232 

VAN  NESS  AVE-AUTO  IRRIGATION  SYST 

988,000 

20 

200 

Cl 

99228 

VAR  LOC-TFC  SIG  INTERCONNECTION 

200,000 

20 

200 

Cl 

99225 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

150,000 

20 

200 

Cl 

99204 

TRANSIT  PREF  STS  PROGRAM 

100,000 

20 

200 

Cl 

99201 

VAR  LOC  TFC  CONT  DEVICES 

50,000 

20 

200 

Cl 

99206 

THIRD  ST-CONSTRUCT  MEDIAN  ISLAND 

1,000,000 

20 

200 

FM 

59220 

STREET  TREE  RENEHAL  PROGRAM 

196,875 

20 

200 

Cl 

99207 

EQUIPMENT  BACKLOG-REPLACEMENT 

641,500 

20 

200 

FM 

59219 

ST  LANDSCAPING-TREE  PRUNING 

85,389 

20 

200 

Cl 

99208 

FREENAY  DIVERSION  GUIDANCE 

244,000 

20 

200 

Cl 

99205 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

20 

200 

Cl 

99218 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

240,000 

20 

200 

Cl 

99223 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

100,000 

20 

200 

FM 

59227 

SIDEHALK  TREES-PURNING/SERVtCING 

44,625 

20 

200 

FM 

59226 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

PAGE: 


YEAR  2 TOTAL 


38>752»214 


NIHMHHHHf  YEAR  3 KKKWWIWHt 


30 

300 

FM 

59320 

VAR  LOC-ST  RENOVATION  (FAU) 

30 

300 

FM 

59317 

VAR  LOC -STREET  RENOVATION  PROGRAM 

30 

300 

FM 

59318 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

30 

300 

FM 

59314 

VAR  LOC-TFC  SIG  REPLACEMENT 

30 

300 

Cl 

99325 

VAR  LOC -NEW  TFC  SIGNALS  (MUTCD) 

30 

300 

Cl 

99329 

TFC  SIGNAL  REPLACE  PROG 

30 

300 

Cl 

99332 

VAR  LOC -REPLACE  INCAN  ST  LIGHTS 

30 

300 

Cl 

99333 

THIRD  ST-MEDIAN  ISLAND 

30 

300 

Cl 

99334 

VAR  BRIDGES-SEISMIC  MODIFICATIONS 

30 

300 

Cl 

99336 

ST  LIGHT-UNDERGROUND  DIST 

30 

300 

Cl 

99337 

SIDEWALK  HANDICAPPED  RAMPS 

30 

300 

Cl 

99338 

CANDLESTICK  ACCESS  ROADS 

30 

300 

Cl 

99340 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

30 

300 

Cl 

99342 

MULLEN/BREWATER/ESMERALDA-DESIGH 

30 

300 

Cl 

99343 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

30 

300 

Cl 

99339 

1280/EVANS  AVE -INTERCHANGE 

30 

300 

Cl 

99335 

VAR  LOC -CITY  AID-ST  IMPROVE 

30 

300 

Cl 

99330 

SUNSET  BLVD-IRRIGATION  MAIN 

30 

300 

Cl 

99315 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

30 

300 

Cl 

99317 

VAR  LOC-MODIFY  TFC  SIG  (MUTCD) 

30 

300 

Cl 

99318 

VAR  LOC -BIKEWAY  PROGRAM 

30 

300 

Cl 

99319 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

30 

300 

Cl 

99320 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

30 

300 

Cl 

99321 

VAR  LOC-TFC  SIG  INTERCONNECTION 

597^000 

10»000»000 

8>000,000 

2,000,000 

450.000 

5,700,000 

500.000 

1,000,000 

330.000 

500.000 

50.000 

690.000 
37,700 

350.000 

72.000 

84.000 

150.000 

456.000 

80.000 

400.000 

25,000 

200.000 

100,000 

200,000 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

30 

300 

Cl 

99316 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

200 >000 

30 

300 

Cl 

99302 

VAR  LOC  TFC  SIGNALS 

100>000 

30 

300 

Cl 

99303 

VAR  LOC -STREET  LIGHT  EXTENSIONS 

77,000 

30 

300 

Cl 

99301 

VAR  LOC  TFC  CONT  DEVICES 

50,000 

30 

300 

Cl 

99305 

EQUIPMENT  BACKLOG-REPLACEMENT 

673,375 

30 

300 

FM 

59303 

ST  LANDSCAPING-TREE  PRUNING 

94,136 

30 

300 

Cl 

99306 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

30 

300 

Cl 

99304 

FREEHAY  DIVERSION  GUIDANCE 

244,000 

30 

300 

Cl 

99307 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

240,000 

30 

300 

FM 

59305 

SIDEWALK  TREES-PRUNING/SERVICIN6 

46,856 

30 

300 

FM 

59304 

STREET  TREE  RENEWAL  PROGRAM 

206,719 

30 

300 

Cl 

99326 

GEARY  BLVD-STREET  TREES 

75,600 

30 

300 

FM 

59302 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

YEAR  3 TOTAL 

34,319,386 

YEAR  4 

wwwwwwww 

40 

400 

FM 

59410 

VAR  LOC -ST  RENOVATION  I FAC) 

504,000 

40 

400 

FM 

59407 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

8,000,000 

40 

400 

FM 

59408 

VAR  LOC-TFC  SI6  REPLACEMENT 

2,000,000 

40 

400 

FM 

59406 

VAR  LOC -STREET  RENOVATION  PROGRAM 

10,000,000 

40 

400 

Cl 

99435 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

119,100 

40 

400 

Cl 

99418 

TFC  SIG  VISIBILITY  IMP  C STUDY) 

200,000 

40 

400 

Cl 

99419 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

40 

400 

Cl 

99420 

VAR  LOC-TFC  SIG  INTERCONNECTION 

200,000 

40 

400 

Cl 

99424 

VAR  LOC -NEW  TFC  SIGNALS  (MUTCD) 

450,000 

40 

400 

Cl 

99428 

TFC  SIGNAL  REPLACE  PROG 

5,700,000 

40 

400 

Cl 

99430 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

40 

400 

Cl 

99431 

VAR  LOC -CITY  AID-ST  IMPROVE 

150,000 

40 

400 

Cl 

99432 

ST  LIGHT-UNDERGROUND  DIST 

500,000 

40 

400 

Cl 

99433 

SIDEWALK  HANDICAPPED  RAMPS 

50,000 

40 

400 

Cl 

99434 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

39,500 

40 

400 

Cl 

99429 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

40 

400 

Cl 

99403 

VAR  LOC -STREET  LIGHT  EXTENSIONS 

77,000 

40 

400 

Cl 

99414 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

90,000 

40 

400 

Cl 

99416 

VAR  LOC -MODIFY  TFC  SIG  1 MUTCD) 

400,000 

40 

400 

Cl 

99417 

VAR  LOC -BIKEWAY  PROGRAM 

25,000 

40 

400 

Cl 

99415 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

200,000 

40 

400 

Cl 

99402 

VAR  LOC  TFC  SIGNALS 

100,000 

40 

400 

Cl 

99401 

VAR  LOC  TFC  CONT  DEVICES 

50,000 

40 

400 

Cl 

99405 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

40 

400 

FM 

59403 

SIDEWALK  TREES-PRUNING/SERVICING 

49,199 

40 

400 

FM 

59401 

ST  LANDSCAPING-TREE  PRUNING 

94,136 

40 

400 

Cl 

99406 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

240,000 

40 

400 

Cl 

99436 

GEARY  BLVD-STREET  TREES 

92,500 

40 

400 

Cl 

99404 

EQUIPMENT  BACKLOG-REPLACEMENT 

707,254 

40 

400 

FM 

59402 

STREET  TREE  RENEWAL  PROGRAM 

217,055 

40 

400 

FM 

59412 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

40 

400 

FM 

59411 

VAR  LOC -ST  RENOVATION  PROG  (FAU) 

617,000 

BOARD 

APPROVED 
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FISCAL  YEAR  1989-90 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

YEAR  4 TOTAL 

YEAR  5 

,«««««««. 

50 

500 

FM 

59509 

VAR  LOC-ST  RENOVATION  (FAU) 

50 

500 

FM 

59506 

VAR  LOC -STREET  RENOVATION  PROGRAM 

50 

500 

FM 

59507 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

50 

500 

FM 

59502 

VAR  LOC-TFC  SIG  REPLACEMENT 

50 

500 

Cl 

99521 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

50 

500 

Cl 

99525 

TFC  SIGNAL  REPLACE  PROG 

50 

500 

Cl 

99526 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

50 

500 

Cl 

99528 

THIRD  ST-MEDIAN  ISLAND 

50 

500 

Cl 

99529 

VAR  LOC -CITY  AID-ST  IMPROVE 

50 

500 

Cl 

99530 

ST  LIGHTS-UNDERGROUND  DIST 

50 

500 

Cl 

99519 

VAR  LOC-NEM  TFC  SIGNALS  (MUTCD) 

50 

500 

Cl 

99513 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

50 

500 

Cl 

99514 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

50 

500 

Cl 

99515 

VAR  LOC-BIKEHAY  PROGRAM 

50 

500 

Cl 

99516 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

50 

500 

Cl 

99517 

VAR  LOC-TFC  SIG  INTERCONNECTION 

50 

500 

Cl 

99502 

VAR  LOC  TFC  SIGNALS 

50 

500 

Cl 

99503 

VAR  LOC-STREET  LIGHT  EXTENSIONS 

50 

500 

Cl 

99512 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

50 

500 

Cl 

99501 

VAR  LOC  TFC  CONT  DEVICES 

50 

500 

FM 

59504 

SIDEHALK  TREES-PRUNING/SERVICING 

50 

500 

Cl 

99507 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

50 

500 

Cl 

99504 

EQUIPMENT  BACKLOG-REPLACEMENT 

50 

500 

FM 

59503 

STREET  TREE  RENENAL  PROGRAM 

50 

500 

FM 

59501 

ST  LANDSCAPING-TREE  PRUNING 

50 

500 

Cl 

99506 

VAR  LOC-INTERSECTIONS-RECHANNEL 

50 

500 

FM 

59510 

VAR  LOC-REPAIR  STREET  STRUCTURES 

YEAR  5 TOTAL 

YEAR  6 

60 

600 

FM 

59606 

VAR  LOC-STREET  RENOVATION  PROGRAM 

60 

600 

FM 

59602 

VAR  LOC-TFC  SIG  REPLACEMENT 

60 

600 

FM 

59609 

VAR  LOC-ST  RENOVATION  (FAU) 

60 

600 

Cl 

99601 

VAR  LOC  TFC  CONT  DEVICES 

60 

600 

Cl 

99602 

VAR  LOC  TFC  SIGNALS 

60 

600 

Cl 

99603 

VAR  LOC-STREET  LIGHT  EXTENSIONS 

60 

600 

Cl 

99611 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

60 

600 

Cl 

99612 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

60 

600 

Cl 

99613 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

60 

600 

Cl 

99614 

VAR  LOC -BIKEWAY  PROGRAM 

60 

600 

Cl 

99615 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

60 

600 

Cl 

99618 

VAR  LOC-NEW  TFC  SIGNALS  (MUTCD) 

60 

600 

Cl 

99620 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

60 

600 

Cl 

99623 

TFC  SIGNAL  REPLACE  PROGRAM 

60 

600 

Cl 

99624 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

PAGE:  75 


DEPARTMENT 

REQUEST 

32 >811, 744 


631.000 

10,000,000 

8,000,000 

2,000,000 

200.000 

5,700,000 

500.000 

1,000,000 

150.000 

500.000 

450.000 

200.000 

400.000 

25.000 

100.000 

200,000 

100,000 

77.000 

90.000 

60.000 
51,659 

240.000 
742,616 
227,907 

98,843 

190.000 

150.000 

32,084,025 


10,000,000 

2,000,000 

395.000 

60,000 

100.000 

77.000 

90.000 

200,000 

400.000 

25.000 

100.000 

450.000 

200.000 

5,700,000 

500,000 


BOARD 

APPROVED 
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CITY  A COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG 

-1989  TIME 

: 

7:43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP  NO. 

TITLE 

REQUEST 

APPROVED 

60 

600 

Cl 

99626 

THIRD  ST-MEDIAN  ISLAND 

1,000>000 

60 

600 

Cl 

99627 

VAR  LOC-CITY  AID-ST  IMPROVE 

150 >000 

60 

600 

Cl 

99628 

ST  LIGHTS-UNDERGROUND  DIST 

500*000 

60 

600 

FM 

59607 

VAR  LOC-PAVE  RENOV  PROG-BACKLOG 

8>000>000 

60 

600 

FM 

59601 

ST  LANDSCAPING-TREE  PRUNING 

103 >785 

60 

600 

FM 

59603 

STREET  TREE  RENEWAL  PROGRAM 

239>303 

60 

600 

Cl 

99606 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

5>590>000 

60 

600 

Cl 

99605 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190>000 

60 

600 

FM 

59604 

SIDEWALK  TREES-PRUNING/SERVICING 

54 >242 

60 

600 

Cl 

99604 

EQUIPMENT  BACKLOG-REPLACEMENT 

797 >747 

60 

600 

FM 

59608 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150 >000 

YEAR  6 TOTAL 

37>072>077 

FUND  GP/FD:  02093  BUILDING 

INSPECTION  FUND 

tmnnum**  YEAR  1 

wwwwwwww 

01 

101 

FM 

20001 

450  MCALLISTER-OFFICE  RENOVATION 

40 >000 

40>000 

YEAR  1 TOTAL 

40>000 

40 >000 

ihhhhh*»m*  year  2 

20 

200 

FM 

59201 

450  MCALLISTER-OFFICE  RENOVATION 

50 >000 

YEAR  2 TOTAL 

50 >000 

WlHOHfKNK  YEAR  3 

M%*WWWWWW 

30 

300 

FM 

59301 

450  MCALLISTER-OFFICE  RENOVATION 

5>000 

YEAR  3 TOTAL 

5>000 

YEAR  4 

wwwwwwwx 

40 

400 

FM 

59401 

450  MCALLISTER-OFFICE  RENOVATION 

5>000 

YEAR  4 TOTAL 

5>000 

FUND  GP/FD:  35001  CLEAN  NATER 

OPERATING  FUND 

tammunH*  YEAR  1 

KNWKMWIHf 

01 

101 

FM 

30101 

SEWER  SYS-REP/RPL 

6>077>700 

6>077>700 

YEAR  1 TOTAL 

6>077>700 

6>077>700 

YEAR  2 

wwwwwwww 

20 

200 

FM 

59201 

REPAIR-RENEN  COLLECT  SYS 

6>381>600 

:BPREP  REPORT  i 

784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  7-AUG 

-1989  TIME 

: 7i 

!43PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1989-90 

DEPT 

CIAC 

PROJECT/NORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

20 

200 

FM 

59203 

NO  POINT  HPCP-REHABILITATION 

20 

200 

Cl 

99201 

VAR  LOC-FLOODIN6  ABATEMENT 

YEAR  2 TOTAL 

YEAR  3 

30 

300 

FM 

59301 

REPAIR-RENEH  COLLECT  SYS 

30 

300 

FM 

59303 

NO  POINT  WPCP-REHABILITATION 

30 

300 

Cl 

99301 

VAR  LOC-FLOODING  ABATEMENT 

YEAR  3 TOTAL 

YEAR  4 

40 

400 

FM 

59401 

REPAIR-RENEW  COLLECT  SYS 

40 

400 

Cl 

99401 

VAR  LOC-FLOODING  ABATEMENT 

YEAR  4 TOTAL 

YEAR  5 

WWWWWWW*# 

50 

500 

FM 

59501 

REPAIR-RENEW  COLLECT  SYS 

50 

500 

Cl 

99501 

VAR  LOC-FLOODING  ABATEMENT 

YEAR  5 TOTAL 

YEAR  6 

W*g*g**WWWW 

60 

600 

FM 

59601 

REPAIR-RENEW  COLLECT  SYS 

60 

600 

Cl 

99601 

VAR  LOC-FLOODING  ABATEMENT 

YEAR  6 TOTAL 
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DEPARTMENT 

REQUEST 

1,400,000 

3,000,000 

10,781,600 


6,700,700 

1.400.000 

3.200.000 

11,300,700 


7,035,800 

3,400,000 

10,435,800 


7,387,600 

3,600,000 

10,987,600 


7 .757 .000 

3.800.000 


BOARD 

APPROVED 


11,557,000 
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DEPT 

CIAC 

PROJECT/NORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  91  PURCHASER 

FUND  GP/FD:  01001  GENERAL 

FUND 

tHOHHHUHf  YEAR  1 

01 

101 

FM 

39901 

MISC  FAC  MAINT  PROJ 

15>000 

16 >950 

03 

109 

FM 

24501 

CH-VAR  BASE  AREAS-MODIFICATIONS 

15 >426 

5>876 

02 

199 

FM 

28901 

CENT  SHOPS-VAR  AREAS-MODIFY 

76>272 

0 

0<» 

199 

FM 

25001 

HOJ-SVC  STA-ORAIN-OIL  SEPARATOR 

100 >000 

0 

YEAR  1 TOTAL 

206 >698 

22 >826 

YEAR  2 

wwwwwwww 

20 

200 

FM 

59368 

CENTRAL  SH0PS-HEATIN6  SYSTEM 

9 >270 

20 

200 

FM 

59265 

CENTRAL  SHOPS-REPAVE  DRIVEHAYS 

50 >000 

20 

200 

FM 

59291 

HOJ  SVC  STA-REPAVE  ASPHALT  AREAS 

35>500 

20 

200 

FM 

59263 

CENTRAL  SHOPS-REPLACE  ROOFS 

250 >000 

20 

200 

FM 

59450 

CEN  SHOPS-MISC  FAC  MAINT  PROJ 

15>000 

YEAR  2 TOTAL 

359>770 

YEAR  3 

MXMNNXMN 

30 

300 

FM 

59353 

CENTRAL  SHOPS-REPAVE  DRIVENAYS 

50>000 

30 

300 

FM 

59451 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

15>000 

YEAR  3 TOTAL 

65 >000 

YEAR  4 

KXXKXNKN 

40 

400 

FM 

59602 

CENTRAL  SHOPS-REPAVE  DRIVENAYS 

50  >000 

YEAR  4 TOTAL 

50>000 

YEAR  5 

50 

500 

FM 

59525 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

15>000 

YEAR  5 TOTAL 

15>000 

iHumiUHHf  YEAR  6 

wwwwwwww 

60 

600 

FM 

59643 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

15>000 

YEAR  6 TOTAL  15 >000 

FUND  GP/FD:  01005  GENERAL  FUND-PROJCT 


YEAR  1 iMHBHHHH* 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT 

PRIO 

CIAC 

PRIO 

CIP 

05 

199 

FM 

PROJECT/WORKPHASE 
NO.  TITLE 

34901  CEN  SHOPS-SHEO-CONCRETE  FLOOR 


YEAR  1 TOTAL 


PAGE:  79 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


26»856  0 

26 >856  0 
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CITY  i COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1989-90 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  93  CONVENTION  FACILITIES  MANAGEMENT 


FUND  GP/FD:  02302  CONVENTION  FACILITIES  FUND 


YEAR  1 

WWWWWWWW 

01 

101 

FM 

22901 

MOSCONE  CTR-INTERIOR  REMODELING 

950 >000 

950 >000 

02 

102 

FM 

22701 

FACILITIES  CONDITION  ASSESSMENT 

50 >000 

50 >000 

03 

103 

FM 

22601 

CIVIC  CTR  PLAZA-REHABILITATE 

200>000 

200 >000 

09 

109 

FM 

22801 

MISC  FAC  MAINT  PROJECTS 

250 >000 

250 >000 

05 

105 

FM 

22501 

MOSCONE  CTR-STREET  TREES 

99>500 

99>500 

06 

106 

Cl 

60901 

CIVIC  AUD-PARAPET 

220 >000 

220 >000 

YEAR  1 

TOTAL 

1>219>500 

1>219>500 

1 

1 

YEAR  2 

wwwww%#ww 

20 

200 

FM 

59201 

MOSCONE  CTR-Ai^/C  HALL-PAINT  CEIL 

980>000 

YEAR  2 

TOTAL 

980>000 

Documents  Section(2) 
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CAPITAL  IMPROVEMENT  ADVISORY  COMMITTEE 


Rudolf  Nothenberg 

Chief  Administrative  Officer  and  Chair 

Capital  Improvement  Advisory  Committee 


Members 

Mary  Bums 
General  Manager 
of  Recreation  & Park 
Department 

Sam  Yockey 
Controller 

Richard  Evans 
Director  of  Public  Works 

Dean  Maoris 
Director  of  Planning 

Thomas  J.  Elzey 
General  Manager 
of  Public  Utilities 

David  Werdegar,  M.D. 
Director  of  Health 

Louis  A.  Turp)en 
Director  of  Airports 

Anthony  DeLucchi 
Director  of  Property 

Michael  Huerta 
Port  Director 

Calvin  Malone 
Secretary,  ClAC 


September  21,  1990 


The  Honorable  Art  Agnos 

The  Honorable  Board  of  Supervisors 

Department  Heads,  Boards  and  Commissions 


Re:  Transmittal  of  the  Six-Year  Capital 

Expenditure  Plan  1990-91  through  1995-96 


Ladies  and  Gentlemen: 

The  Annual  Report  of  the  Capital  Imrprovement  Advisory  Committee  on  the 
maintenance  and  improvement  of  public  buildings  and  structures,  pursuant 
to  Section  3.09  of  the  Administrative  Code,  is  herein  submitted. 


#2497Y 


The  Six-Year  Capital  Expenditure  Plan  includes  those  maintenance  and 
improvement  projects  approved  by  the  Board  of  Supervisors  for  the  1990-91 
Capital  Budget,  and  a listing  of  future  maintenance  and  improvement 
projects. 


Rf  irfecljfully  submitted. 


Rudolf  Nothenberg 

Chief  Administrative  Officer,  and  Chair 
Capital  Improvement  Advisory  Committee 


CIAC,  Room  289,  City  Hall,  San  Francisco,  CA  94102 
Telephone  (415)  554-4851 
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SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THROUGH  1995-96 

Overview 


The  Six-Year  Capital  Expenditure  Plan  is  comprised  of  facilities  maintenance  (FM)  and  capital 
improvement  (Cl)  projects  for  1990-91  through  1995-96. 

The  purposes  of  the  Committee's  Six-Year  Capital  Expenditure  Plan  are  to  provide  a listing  of 
all  capital  projects  approved  by  the  Board  of  Supervisors  for  1990-91  as  a part  of  the  annual  budget 
process,  to  provide  a base  for  the  preparation  of  the  capital  budget  for  1991-92,  and  to  provide  a 
five  year  listing  of  future  capital  projects. 


The  Capital  Improvement  Advisory  Committee's  report  displays  each  capital  project  according  to 
the  responsible  department  number  and  then  by  fund  group  and  fund. 


All  projects  contained  in  the  report  are  ranked  according  to  the  Committee's  priority  system. 
The  priority  number  indicates  the  year  in  which  a project  is  being  proposed  for  the  capital  budget. 
This  priority  numbering  series  works  as  follows: 


Priority  100:  A project  proposed  for  1990-91.  Specific  priority  numbers  were  assigned  by 
the  Committee  to  each  project  proposed  for  the  1990-91  Capital  Budget.  A project  with  a 
priority  number  of  "199"  was  a deferment  recommendation  by  the  Committee  for  the  1990-91 
Capital  Budget. 


Priority  200: 
Priority  300: 
Priority  400: 
Priority  500: 
Priority  600: 
For  the  General  Fund 


A project  proposed  for  1991-92. 

A project  proposed  for  1992-93. 

A project  proposed  for  1993-94. 

A project  proposed  for  1994-95. 

A project  proposed  for  1995-96. 
and  General  Fund  Supported  departments. 


following  priority  categories  in  the  first  year  of  the  Plan: 


projects  were  rated  by  the 


i 


Priority  101 

Continuing  program  (annual  maintenance  projects). 

Priority  102 

Security,  life  safety  or  health  concerns. 

Priority  103 

Preservation  of  exterior  structures  and  surfaces  - cost  avoidance. 

Priority  104 

Protection  of  property. 

Priority  105 

Preservation  of  mechanical  and  electrical  systems  - cost  avoidance. 

Priority  106 

Preservation  of  building  interiors  - cost  avoidance. 

Priority  107 

Repair  of  mechanical  and  electrical  systems. 

Priority  108 

Repair  of  architectural  or  structural  components. 

Priority  109 

Existing  facility  improvements  (except  interiors). 

Priority  110 

Existing  building  interior  improvements. 

Priority  111 

New  facilities  or  buildings. 

Project  priority  assignments  by  the  Committee  for  Special  Fund  projects  generally  follow  the 
recommendations  of  the  responsible  department,  assuming  that  sufficient  funds  were  available  for  the 
projects  being  requested  in  the  1990-91  Capital  Budget. 


ii 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THROUGH  1995-96 

Comparative  Table 


The  following  comparative  table  summarizes  by  funding  category  capital  budget  appropriations 
(excluding  supplemental  appropriations)  by  the  Board  of  Supervisors  for  1988-89,  1989-90  and  1990-91: 


Funding  Category 

General  Fund^ 
Special  Funds 
Gas  Tax 
Revenue 
Other^ 

TOTALS 


1988^89 
$ 8,899,210 
0 

42,592,985 

16,919,500 

^68,411,695 


1989-90 

$11,027,615 

0 

51,966,310 

23,671,907 

$86,665,832 


1990-91 
$ 9,135,128 
0 

31,937,000 

22,478,965 

$63,551,093 


^Includes  Municipal  Railway  Operating  Fund,  San  Francisco  General  Hospital  Operating  Fund  and  Laguna 
Honda  Hospital  Operating  Fund. 

^Includes  Open  Space  and  Park  Renovation  Fund,  Yerba  Buena  Center  Fund,  Clean  Water  Operating  Fund, 
War  Memorial  Special  Fund,  Convention  Facilities  Fund,  State  Authorized  Special  Revenue  Fund, 
Building  Inspection  Fund  and  Municipal  Railway  Transit  Impact  Development  Fee. 


SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THROUGH  1995-96 

General  Obligation  Bond  Schedule 


The  following  list  of  future  general  obligation 
bond  items  is  submitted  in  fulfillment  of 
Administrative  Code  Section  3.05 

•k  ic  it  -k  -k 


Date  of 

Submission  Description Amount 


1990  Adult  Correctional  Improvements  $ 16,500,000 

Youth  Guidance  Center  Improvements  $ 73,800,000 

k k k k k 

Listing  of  Possible  Future  General  Obligation  Bond  Items 


Laguna  Honda  Hospital,  improvements/seismic  upgrading. 

Various  public  buildings,  asbestos  abatement. 

Civic  Center  Heating  System,  improvements 
Civic  Center  Open  Space,  improvements 

Auxiliary  Water  Supply  System  (fire  protection),  reconstruction. 
M.  H.  de  Young  Memorial  Museum,  improvements. 

San  Francisco  General  Hospital,  improvements/seismic  upgrading. 
Street  System,  improvements 
Zoological  Gardens,  improvements. 

Street  lighting  and  fire  alarm  improvements/undergrounding. 
Central  Shops,  improvements. 

Ocean  Beach  Seawall,  construction. 

Jail  facilities,  improvements 
Earthquake  Safety  Program  (Phase  3) 

Municipal /Superior  Courts,  improvements. 


CLM:2/jp 
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SIX- YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THROUGH  1995-96 


Six- Year  Summary  of  Departmental  Requests 
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RUN  DATE:  18-SEP-1990  TIME: 

6:38PM 

CITY  S COUNTY  OF  SAN  FRANCISCO 

SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 

PAGE: 

1 

1990-91 

THRU  199^-95 

DEPT 

NO. 

YEAR  1 

YEAR  2 

YEAR  5 YEAR 

YEAR  5 

YEAR  6 

FG/FD:  01001  GENERAL  FUND 


01 

BOARD  OF  SUPERVISORS 

10,000 

10,000 

10,000 

0 

0 

0 

02 

ASSESSOR 

15,000 

677,539 

768,653 

0 

0 

0 

05 

CITY  ATTORNEY 

0 

208,900 

0 

0 

0 

0 

09 

DISTRICT  ATTORNEY 

0 

588,000 

0 

0 

0 

0 

06 

SHERIFF 

655,500 

9,210,800 

9,392,000 

783,000 

872,800 

100,000 

08 

TREASURER-TAX  COLLECTO 

150,000 

0 

0 

0 

0 

0 

09 

CONTROLLER 

0 

773,300 

0 

0 

0 

0 

10 

SUPERIOR  COURT 

17,250 

655,900 

0 

0 

0 

0 

11 

MUNICIPAL  COURT 

0 

1,097,000 

209,500 

15,000 

0 

0 

12 

JUVENILE  PROBATION  DEP 

50,000 

2,159,700 

799,000 

630,000 

580,000 

580,000 

15 

ADULT  PROBATION 

59,982 

0 

0 

0 

0 

0 

15 

COUNTY  CLERK 

8,975 

0 

0 

0 

0 

0 

25 

MAYOR 

0 

175,000 

100,000 

100,000 

100,000 

100,000 

28 

ART  COMMISSION 

529,779 

3,578,900 

3,516,000 

991,000 

25,000 

25,000 

51 

FIRE  DEPARTMENT 

1,297,500 

2,506,595 

1,271,600 

951,000 

1,090,000 

290,000 

58 

POLICE  COMMISSION 

950,850 

251,695 

100,000 

100,000 

100,000 

100,000 

91 

PUBLIC  LIBRARY 

276,108 

590,950 

100,000 

100,000 

100 , 000 

100,000 

92 

RECREATION  AND  PARK  CO 

5,891,200 

7,750,990 

3,218,700 

3,133,900 

5,029,800 

2,251,200 

95 

SOCIAL  SERVICES 

70,080 

835,780 

0 

0 

0 

0 

60 

ACADEMY  OF  SCIENCES 

1,028,500 

899,000 

982,000 

190,000 

190,000 

190,000 

61 

FINE  ARTS  MUSEUMS 

597,000 

615,500 

1,392,500 

950,000 

150,000 

150,000 

62 

ASIAN  ART  MUSEUM 

79,500 

997,700 

75,000 

75,000 

75,000 

75,000 

71 

REAL  ESTATE 

950,000 

500,000 

0 

0 

0 

0 

72 

COUNTY  AGRICULTURE -WEI 

50,180 

250,000 

0 

0 

0 

0 

79 

MEDICAL  EXAMINER/  CORO 

18,515 

192,600 

0 

0 

0 

0 

75 

ELECTRICITY 

979,700 

797,900 

50,000 

30,000 

50,000 

30,000 

76 

ANIMAL  CARE  AND  CONTRO 

25,190 

0 

0 

0 

0 

0 

85 

PUBLIC  HEALTH  CENTRAL 

1,175,000 

510,800 

185,000 

185,000 

185,000 

175,000 

87 

COMMUNITY  MENTAL  HEALT 

0 

172,890 

70,000 

70,000 

70,000 

70,000 

90 

PUBLIC  WORKS 

6,508,518 

8,972,629 

8,237,987 

5,267,987 

9,919,000 

9,680 ,000 

91 

PURCHASER 

589,190 

301,856 

25,000 

25,000 

25,000 

25,000 

SUBTOTAL  FG/FD  01001 

20,175,762 

39,198,279 

29,922,990 

12,526,887 

11,286,600 

8,691,200 

FG/FD 

: 01005  GENERAL  FUND-PROJECT 

06 

SHERIFF 

1,009,000 

0 

0 

0 

0 

0 

08 

TREASURER-TAX  COLLECTO 

58,659 

0 

0 

0 

0 

0 

09 

CONTROLLER 

161,180 

0 

0 

0 

0 

0 

11 

MUNICIPAL  COURT 

27,025 

0 

0 

0 

0 

0 

12 

JUVENILE  PROBATION  DEP 

975,800 

0 

0 

0 

0 

0 

25 

MAYOR 

172,950 

0 

0 

0 

0 

0 

28 

ART  COMMISSION 

119,900 

0 

0 

0 

0 

0 

51 

FIRE  DEPARTMENT 

1,171,055 

0 

0 

0 

0 

0 

91 

PUBLIC  LIBRARY 

555,995 

0 

0 

0 

0 

0 

92 

RECREATION  AND  PARK  CO 

907,000 

0 

0 

0 

0 

0 

A 

60 

ACADEMY  OF  SCIENCES 

70,000 

0 

0 

0 

0 

U 

61 

FINE  ARTS  MUSEUMS 

526,279 

0 

0 

0 

0 

0 

n 

62 

ASIAN  ART  MUSEUM 

910,000 

0 

0 

0 

0 

U 
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DEPT 

NO. 

38PM 

YEAR  1 

CITY  S COUNTY  OF  SAN  FRANCISCO 

SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THRU  1999-95 

YEAR  2 YEAR  3 YEAR  9 

YEAR  5 

YEAR  6 

70  CHIEF  ADMINISTRATIVE  0 

927,000 

0 

0 

0 

0 

0 

75  ELECTRICITY 

109,500 

0 

0 

0 

0 

0 

80  REGISTRAR 

299,200 

0 

0 

0 

0 

0 

83  PUBLIC  HEALTH  CENTRAL 

2,102,552 

0 

0 

0 

0 

0 

87  COMMUNITY  MENTAL  HEALT 

78,300 

0 

0 

0 

0 

0 

90  PUBLIC  WORKS 

3,930,503 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  01005 

12,196,386 

0 

0 

0 

0 

0 

FG/FD:  02071  OFF  STREET  PARKING 

36  PARKING  S TRAFFIC  COMM 

110,000 

100,000 

100,000 

100,000 

100,000 

100,000 

SUBTOTAL  FG/FD  02071 

XIO  > 000 

100,000 

100,000 

100,000 

100,000 

100,000 

FG/FD:  02091  SPECIAL  GAS  TAX  STREET  IMPROVEMEN 

90  PUBLIC  WORKS  5,992 >000 

1 

38,572,789 

39,389,386 

32,387,799 

32,159,025 

37,152,077 

SUBTOTAL  FG/FD  02091 

5,992,000 

38,572,789 

39,389,386 

32,387,799 

32,159,025 

37,152,077 

FG/FD:  02093  BUILDING  INSPECTION 

90  PUBLIC  WORKS 

FUND 

125,000 

125,000 

0 

0 

0 

0 

SUBTOTAL  FG/FD  02093 

125,000 

125,000 

0 

0 

0 

0 

FG/FD:  02221  OPEN  SPACE  AND  PARK 

92  RECREATION  AND  PARK  CO 

RENOVATION 

6,085,000 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  02221 

6,085,000 

0 

0 

0 

0 

0 

FG/FD:  02222  CANDLESTICK  PARK 

92  RECREATION  AND  PARK  CO 

9,710,000 

9,030,000 

950,000 

900,000 

900,000 

900,000 

SUBTOTAL  FG/FD  02222 

9,710,000 

9,030,000 

950,000 

900,000 

900,000 

900,000 

FG/FD:  02229  MARINA  YACHT  HARBOR 

92  RECREATION  AND  PARK  CO 

300,000 

808  > 000 

900,000 

300,000 

300,000 

300,000 

SUBTOTAL  FG/FD  02229 

300,000 

808,000 

^00  yOOO 

300,000 

300,000 

300,000 

_ FG/FD:  02229  SPECIAL  REC.4  PARK 

92  RECREATION  AND  PARK  CO 

REVENUE  FUND 

690,000 

2,916,700 

668,700 

636,200 

330,000 

330,000 

SUBTOTAL  FG/FD  02229 

690,000 

2,916,700 

668,700 

636,200 

330,000 

330,000 

FG/FD:  02301  YERBA  BUENA  CENTER 

70  CHIEF  ADMINISTRATIVE  0 

3,317,900 

0 

0 

0 

0 

0 

« SUBTOTAL  FG/FD  02301 

3,317,900 

0 

0 

0 

0 

0 

FG/FD:  02302  CONVENTION  FACILITIES  FUND 
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CITY  8 COUNTY  OF  SAN  FRANCISCO 
SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THRU  1999-95 


YEAR  2 year  5 YEAR  9 


PAGE:  5 


YEAR  5 year  6 


95  CONVENTION  FACILITIES  1,000,000 

SUBTOTAL  FG/FD  02502  1,000,000 

FG/FD:  02505  WAR  MEMORIAL  SPECIAL  FUND 


750,000 

750,000 


96  WAR  MEMORIAL  5,070,996  1,095,800 

SUBTOTAL  FG/FD  02505  5,070,996  1,095,800 

FG/FD:  02505  STATE  AUTHORIZED  SPECIAL  REV  FUND 


78  RECORDER  90,000 

SUBTOTAL  FG/FD  02505  90,000 

FG/FD:  50001  AIRPORT  OPERATING  FUND 


27  AIRPORT  2,067,000  2,170,550 

SUBTOTAL  FG/FD  50001  2,067,000  2,170,550 

FG/FD:  50700  AIRPORT-CAPITAL  IMPROVEMENT  FUND 

27  AIRPORT  5,280,000  5,895,250 

SUBTOTAL  FG/FD  50700  5,280,000  5,895,250 

FG/FD:  51001  MUNICIPAL  RAILWAY  OPERATING 


250,000 

250,000 


852,900 

852,900 


0 

0 


2,278,870 

2,278,870 


0 

0 


250,000 

250,000 


522,800 

522,800 


0 

0 


2,579,610 

2,579,610 


0 

0 


250,000 

250,000 


900,000 

900,000 


0 

0 


0 

0 


0 

0 


250,000 

250,000 


900,000 

900,000 


0 

0 


0 

0 


0 

0 


55  MUNICIPAL  RAILWAY 
SUBTOTAL  FG/FD  51001 


985,250  1,592,658 

985,250  1,592,658 


FG/FD:  51002  MUNI  RAILWAY  TRANSIT  IMPACT  DEV  F 


1,592,658 

1,592,658 


1,592,658 

1,592,658 


1,297,658 

1,297,658 


1,222,658 

1,222,658 


55  MUNICIPAL  RAILWAY  9,011,165 

SUBTOTAL  FG/FD  51002  9,011,165 

FG/FD:  51501  MUNI  RAILWAY  CAPITAL  RESERVE  FUND 


0 

0 


0 

0 


0 0 0 
0 0 0 


55  MUNICIPAL  RAILWAY 
SUBTOTAL  FG/FD  51501 


0 1,600,000  1,750,000 

0 1,600,000  1,750,000 


FG/FD:  52001  WATER  DEPT  OPERATING  FUND 


0 0 
0 0 


0 

0 


97  WATER  DEPARTMENT 

15,865,000 

55,290,700 

50,655,000 

28,769,000 

25,988,000 

25,676,000 

SUBTOTAL  FG/FD  52001 

15,865,000 

55,290,700 

50,655,000 

28,769,000 

25,988,000 

25,676,000 

FG/FD:  55001  HETCH  HETCHY 

OPERATING  FUND 

52  HETCH  HETCHY  PROJECT 

6,982,000 

52,189,200 

18,999,800 

15,518,000 

12,992,600 

9,210,000 

SUBTOTAL  FG/FD  55001 

6,982,000 

52,189,200 

18,999,800 

15,518,000 

12,992,600 

9,210,000 

FG/FD:  59001  SF  HARBOR  OPERATING  FUND 
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CITY  S COUNTY  OF  SAN  FRANCISCO 
SIX  YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THRU  1999-95 


DEPT 

NO.  YEAR  1 YEAR  2 YEAR  3 YEAR  9 YEAR  5 YEAR  6 


39  PORT 

570,000 

0 

0 

0 

0 

0 

SUBTOTAL  FG/FD  39001 

570,000 

0 

0 

0 

0 

0 

FG/FD:  35001  CLEAN  WATER 

OPERATING  FUND 

90  PUBLIC  WORKS 

13,381,600 

23,381,600 

26,700,700 

27,035,800 

22,387,600 

22,757,000 

SUBTOTAL  FG/FD  35001 

13,381,600 

23,381,600 

26,700,700 

27,035,800 

22,387,600 

22,757,000 

FG/FD:  36001  HOSPITAL  OPERATING  FUND 

86  SAN  FRANCISCO  GENERAL  2,952,850 

5,963,650 

2,879,970 

2,939,700 

2,236,990 

6,996,200 

SUBTOTAL  FG/FD  36001 

2,952,850 

5,963,650 

2,879,970 

2,939,700 

2,236,990 

6,996,200 

FG/FD:  37001  LAGUNA  HONDA 

OPERATING  FUND 

85  LAGUNA  HONDA 

6,909,593 

3,203,979 

3,133,272 

1,375,150 

900,000 

900,000 

SUBTOTAL  FG/FD  37001 

6,909,593 

3,203,979 

3,133,272 

1,375,150 

900,000 

900,000 

GRAND  TOTAL 

111,713,002 

198,259,995 

150,921,196 

126,973,599 

111,022,923 

119,285,135 

SIX-YEAR  CAPITAL  EXPENDITURE  PLAN 
1990-91  THROUGH  1995-96 


Departmental  Listings 
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:BPREP  REPORT  \7B<*  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:3IPM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  01  BOARD  OF  SUPERVISORS 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


YEAR  1 

******** 

01 

110 

FM 

30501 

MINOR 

REPAIR/IMPROVE  PROJECTS 

10>000 

0 

YEAR  1 

TOTAL 

10,000 

0 

******** 

YEAR  2 

20 

200 

FM 

59325 

CH-RM 

235-MINOR 

REPAIR/IMPROVE 

10,000 

0 

YEAR  2 

TOTAL 

10,000 

0 

******** 

YEAR  3 

******** 

30 

300 

FM 

59<i22 

CH-RM 

235-MINOR 

REPAIR/IMPROVE 

10,000 

0 

YEAR  5 

TOTAL 

10,000 

0 

PAGE : 1 
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:BPREP  REPORT  CITY  8 COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:31PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


dept  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  02  ASSESSOR 

FUND  6P/FD:  01001  GENERAL  FUND 


YEAR  1 

******** 

01 

199 

FM 

21201 

CH-OFFICE  RENOVATION-VENTILATION 

15>000 

0 

YEAR  1 

TOTAL 

15,000 

0 

******** 

YEAR  2 

******** 

20 

200 

Cl 

99219 

CH-FIRST  FLOOR-OFFICE  VENTILATION 

677,539 

0 

YEAR  2 

TOTAL 

677,539 

0 

******** 

YEAR  3 

******** 

30 

300 

Cl 

99336 

CH-FIRST  FLR-RENOVATION 

76B,653 

0 

YEAR  3 

TOTAL 

768,653 

0 

DEPARTMENT  BOARD 

REQUEST  APPROVED 


PAGE : 2 


:BPREP  REPORT  :76^ 

RUN  DATE:  18-SEP-1990  TIME: 


6:S1PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


PAGE : 3 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  03  CITY  ATTORNEY 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  2 KWMMMWNW 


20  200 

FM 

S9327 

CH-OFFICE  AREAS-REMODEL 

208,900 

0 

YEAR  2 TOTAL 

208,900 

0 

i 


:BPREP  REPORT  :784  CITY  8 COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:51PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT: 

O'i  DISTRICT  ATTORNEY 

FUND  GP/FD! 

; 01001  GENERAL 

FUND 

YEAR  2 wnwmwwww 

20 

200 

FM 

59253 

HOJ-RECEPTION/SECRETARIAL-REMODEL 

54,600 

0 

20 

200 

FM 

59272 

HOJ-RM  4-REMODEL  LOUNGE  AREA 

37,000 

0 

20 

200 

FM 

59291 

HOJ-INVESTIGATORS  OFF-REMODEL 

151,100 

0 

20 

200 

FM 

59233 

HOJ-ROOM  17-ADDITIONAL  OFFICES 

145,300 

0 

YEAR  2 TOTAL 


388,000 


0 


PAGE : 4 
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:BPREP  REPORT  :784 

RUN  DATE:  18-SEP-1990  TIME 


6:51PM 


CITY  8 COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT  CIAC  PROJECT/WORKPHASE 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

RESP 

DEPT:  06 

SHERIFF 

FUND 

GP/FD:  01001  GENERAL 

FUND 

********  YEAR 

1 ******** 

07 

105 

FM 

36301 

HOJ-VAR  JAILS-MODIFY  WASTE  SYSTEM 

03 

199 

Cl 

99101 

JAIL  2-SECURITY  LIGHTING 

09 

199 

Cl 

98901 

VAR  JAILS-SECURITY  SCREENS 

YEAR  1 TOTAL 
wwwwwwwK  YEAR  Z 


20 

200 

FM 

59209 

HOJ-I 

EXIT  DOOR  DELAY  DEVICES 

20 

200 

FM 

59208 

JAIL 

3-MENS  BLDG-FLOOR  COVERING 

20 

200 

FM 

59397 

HOJ-. 

JAIL  2-KITCHEN  FLOOR-REPAIR 

20 

200 

FM 

59271 

JAIL 

3-RENOVATE  SHOHER/TOILET 

20 

200 

FM 

59228 

JAIL 

3-HEATING  SYS  CONTROLS 

20 

200 

Cl 

99228 

JAIL 

3-MENS  BLDG-SEGREGATION  DIV 

20 

200 

Cl 

99327 

JAIL 

3-ROADWAY  LIGHTING 

20 

200 

Cl 

99931 

JAIL 

3-CELLS-TEPID  WATER 

20 

200 

Cl 

99389 

JAIL 

3-INSULATE  COLD  WATER  RISERS 

20 

200 

Cl 

99387 

JAIL 

3 -GARBAGE  COMPACTING  SYSTEM 

20 

200 

FM 

59232 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

20 

200 

FM 

59226 

JAIL 

3-WATER  PRESS  REDUCE  VALVES 

20 

200 

FM 

59289 

JAIL 

3-SECURITY  FENCE 

20 

200 

FM 

59357 

JAIL 

3-OUTER  SECURITY  FENCE 

20 

200 

FM 

59360 

JAIL 

3-WATER  MAIN-BACKFLW  PREVENT 

20 

200 

FM 

59203 

HOJ- 

7TH  FLOOR-EMERGENCY  POWER 

20 

200 

Cl 

99209 

JAIL 

3-WINDOW  SCREENS 

YEAR  2 TOTAL 

YEAR  3 ******** 


30 

300 

FM 

59936 

JAIL 

3-OUTER  SECURITY  FENCE 

30 

300 

FM 

59399 

JAIL 

3-MENS  BLDG-FLOOR  COVERING 

30 

300 

FM 

59393 

JAIL 

3-DORMITORY-REPAIR  CEILING 

30 

300 

FM 

59392 

JAIL 

3 -WATER  SYSTEM-PUMPS 

30 

300 

Cl 

99262 

JAIL 

1/2-BOOKING  COUNTER  SHIELDS 

30 

300 

Cl 

99361 

JAIL 

2-HOLDING  CELL  MODIFICATION 

30 

300 

Cl 

99386 

JAIL 

3-REPLACE  HEAT/VENT  SYSTEM 

30 

300 

Cl 

99259 

JAIL 

1-VISITING/INTERVIEW  AREAS 

30 

300 

Cl 

99238 

JAIL 

3-MENS  BLDG-KITCHEN  IMP 

30 

300 

FM 

59299 

JAIL 

3-COURT  YARD  DRAINAGE 

30 

300 

FM 

59309 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30 

300 

FM 

59335 

JAIL 

3 -WATER  TANK 

30 

300 

FM 

59287 

JAIL 

3-PLUMBING  CABINETS 

30 

300 

Cl 

99316 

JAIL 

3-WINDOW  SCREENS 

PAGE : 5 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


369.500  0 

169.000  0 

120.000  0 

653.500  0 


97.000  0 

310,900  0 

17.750  0 

1.698.800  0 

39.000  0 

62.000  0 

58,600  0 

966.000  0 

57.000  0 

130.000  0 

100.000  0 

29,500  0 

25.000  0 

239.000  0 

129.000  0 

59.750  0 

297.000  0 

9.210.800  0 


239.000  0 

295,600  0 

78.000  0 

68.000  0 

39,500  0 

150.000  0 

1,822,000  0 

909.000  0 

292.000  0 

8,900  0 

100.000  0 

277,500  0 

366.000  0 

297.000  0 


:BPREP  REPORT  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:31PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  3 

TOTAL 

9>392,000 

0 

******** 

YEAR  9 

******** 

90 

900 

FM 

59910 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100 >000 

0 

90 

900 

Cl 

99227 

CH-RM  311-REMODEL  OFFICE 

22>000 

0 

90 

900 

Cl 

99930 

JAIL  3-MAIN  WATER  SVC  LINE 

209,000 

0 

90 

900 

Cl 

99929 

JAIL  3-SEWAGE  SYS-REPLACE  LINE 

218,000 

0 

90 

900 

FM 

59902 

JAIL  3-OUTER  SECURITY  FENCE 

239,000 

0 

YEAR  9 

TOTAL 

783,000 

0 

WMMWKKWW 

YEAR  5 

******** 

50 

500 

Cl 

99519 

JAIL  3-ELECT  SYS-MAIN  SWITCHBOARD 

195,000 

0 

50 

500 

Cl 

99318 

JAIL  3-RECREATION  YARD-IMPROVE 

577,800 

0 

50 

500 

FM 

59516 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  5 

TOTAL 

872,800 

0 

YEAR  6 

******** 

60 

600 

FM 

59617 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  6 

TOTAL 

100,000 

0 

FUND  GP/FD:  01005  GENERAL 

FUND- 

PROJECT 

******** 

YEAR  1 

******** 

01 

101 

FM 

23701 

VAR  LOC-MISC  FAC  MAINT  PROJ 

115,000 

50,000 

00 

102 

Cl 

82501 

NEW  SHERIFF'S  FACILITY 

0 

2,000,000 

02 

199 

FM 

29901 

JAIL  3-ELEVATOR  REPLACEMENT 

819,000 

0 

05 

199 

FM 

36601 

JAIL  3-RENODE L ATTORNEYS  ROOM 

20,000 

0 

06 

199 

FM 

30301 

JAIL  3-REPLACE  BLOCK  WALL 

60,000 

0 

YEAR  1 

TOTAL 

1,009,000 

2,050,000 

PAGE : 6 


:BPREP  REPORT 

RUN  DATE:  18-SEP-1990  TIME 


6:51PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  08  TREASURER-TAX  COLLECTOR 

FUND  GP/FD:  DlOOl  GENERAL  FUND 

YEAR  1 ******** 

01  199  Cl  98501  CH-SECURITY/OFFICE  MODIFICATIONS 

YEAR  1 TOTAL 

FUND  GP/FD:  01D05  GENERAL  FUND-PROJECT 
********  YEAR  1 ******** 

02  199  FM  20101  CH-RM  107-INTERIOR  PAINTING 


YEAR  1 TOTAL 


PAGE : 7 


DEPARTMENT 

REQUEST 


150,000 

150,000 


58,659 

58,659 


BOARD 

APPROVED 


0 

0 

0 

0 


tBPREP  REPORT  ;784  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:31PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  09  CONTROLLER 


FUND  GP/FD:  01001  GENERAL  FUND 
NWMWWWWW  YEAR  2 »*»»»**» 


20 

200 

FM 

59292 

20 

200 

FM 

59346 

20 

200 

FM 

59353 

20 

200 

FM 

59221 

20 

200 

FM 

59383 

YEAR  2 TOTAL 

FUND  GP/FD:  01005  GENERAL  FUND-PROJECT 


YEAR  1 

03 

102 

FM 

36701 

01 

105 

FM 

36301 

02 

106 

FM 

37101 

YEAR  1 

TOTAL 

CH-ROOM  2D-EXTENSION 
CITY  HALL-ISD-REMODEL  VAR  AREAS 
DATA  CTR-SUBFLOOR  WATER  DETECTORS 
CH-RM  4-MODIFY  ELECT  POWER  SYS 
CH-COMPUTER  RM-LIGHT  FIXTURES 


240  VAN  NESS-PARAPET  REPAIR 
CH-RM  4-REPLACE  CHILLER  UNITS 
CH-COMPUTER  RM-RAISED  FLOOR 


121,200 

388,900 

153,000 

88,500 

21,700 

773,300 


25,600 

67,280 

68,300 

161,180 


0 

0 

0 

0 

0 

0 


0 

0 

0 

0 
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;BPREP  REPORT  :784 

RUN  DATE:  18-SEP-1990  TIME 


6:31PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT  CIAC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  10  SUPERIOR  COURT 

FUND  GP/FD:  01001  GENERAL  FUND 


tmmunum  YEAR  1 

01  108  FM  25901  CH-REPAIR  COURTROOM  DOORS 

YEAR  1 TOTAL 
YEAR  2 

20  200  FM  59351  CH-RM  918-REMODEL  COURTROOM 


YEAR  2 TOTAL 


PAGE : 9 


DEPARTMENT 

REQUEST 


17,250 

17,250 


633,900 

633,900 


BOARD 

APPROVED 


0 

0 

0 

0 


:BPREP  REPORT  :784 

RUN  DATE:  18-SEP-1990  TIME 


6:31PM 


CITY  & COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


PAGE : 10 


DEPARTMENT  BOARD 
REQUEST  APPROVED 

RESP  DEPT:  11  MUNICIPAL  COURT 
FUND  6P/FD:  01001  GENERAL  FUND 
MWWWMWWW  YEAR  2 wwwwwwwk 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


20 

200 

FM 

59358 

HOJ-RM  201-BAIL  BOND  OFFICE 

860,000 

0 

20 

200 

FM 

59211 

HOJ-RENOVATE  COURTROOMS/CHAMBERS 

172,000 

0 

20 

200 

FM 

59328 

CH-RE FINISH  HOOD  HORK 

15,000 

0 

YEAR  2 

TOTAL 

1,097,000 

0 

YEAR  3 

30 

300 

FM 

59312 

HOJ-RENOVATE  COURTROOMS/CHAMBERS 

189,500 

0 

30 

300 

FM 

59929 

CH-REFINISH  HOOD  WORK 

15,000 

0 

YEAR  3 

TOTAL 

209,500 

0 

YEAR  9 

90 

900 

FM 

59935 

CH-RE FINISH  HOOD  HORK 

15,000 

0 

YEAR  9 

TOTAL 

15,000 

0 

FUND  6P/FD:  01005  GENERAL 

FUND 

-PROJECT 

YEAR  1 

01 

199 

FM 

35501 

VAR  COURT  FAC -MINOR  MODIFICATIONS 

12,650 

0 

02 

199 

FM 

20201 

CH-VAR  AREAS-REFINISH/REPAIR 

19,375 

0 

YEAR  1 

TOTAL 

27,025 

0 

I 


:BPREP  REPORT  :784 

RUN  DATE:  18-SEP-1990  TIME 


6:51PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  12  JUVENILE  PROBATION  DEPARTMENT 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  01001  GENERAL  FUND 
YEAR  1 


06 

199 

FM 

51901 

YGC -SECURITY  LIGHTING 

50,000 

0 

YEAR  1 

TOTAL 

50,000 

0 

YEAR  2 

wwwwwwww 

20 

200 

FM 

59550 

LCR-MEDICAL  CLINIC-REMODEL 

25,000 

0 

20 

200 

Cl 

99427 

LCR -MODULAR  CLASSROOMS 

70,000 

0 

20 

200 

FM 

59256 

LCR-SEHAGE  TREAT  FAC-IMPROVEMENTS 

414,000 

0 

20 

200 

FM 

59260 

LCR-VISIT  RESTRM-HANDICAP  ACCESS 

16,500 

0 

20 

200 

FM 

59265 

YGC -GYMS-RE FINISH  FLOORS 

41,500 

0 

20 

200 

Cl 

99206 

LCR-OUTDOOR  PLAYGROUND  LIGHTS 

96,000 

0 

20 

200 

FM 

59295 

YGC -VAR  BLDGS-REPLACE  ROOFS 

570,000 

0 

20 

200 

FM 

59254 

LCR-REPLACE  SEWER  LINES 

251,000 

0 

20 

200 

FM 

59289 

LCR-CONSTRUCT  SEWAGE  LABORATORY 

45,000 

0 

20 

200 

FM 

59258 

LCR-RESURFACE  PLAYGROUND 

48,000 

0 

20 

200 

FM 

59277 

LCR-SEWAGE  TREAT  PLANT-PAINTING 

26,500 

0 

20 

200 

FM 

59561 

YGC-INTERIOR/EXTERIOR  PAINT. 

250,000 

0 

20 

200 

FM 

59274 

LCR-VAR  BLDGS-EXT  PAINTING 

86,500 

0 

20 

200 

FM 

59571 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

0 

20 

200 

FM 

59214 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

0 

20 

200 

FM 

59269 

HVR-REHABILITATION  (PHASE  2) 

56,700 

0 

20 

200 

FM 

59215 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

0 

YEAR  2 

TOTAL 

2,154,700 

0 

YEAR  5 

50 

500 

FM 

59557 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

0 

50 

500 

FM 

59459 

YGC-INTERIOR/EXTERIOR  PAINT 

250,000 

0 

50 

500 

Cl 

99549 

LCR-REC  HALL  ADDITION 

94,500 

0 

50 

500 

FM 

59559 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

0 

50 

500 

Cl 

99585 

LCR-SOLAR  HEATING  SYSTEM 

19,500 

0 

50 

500 

FM 

59556 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

0 

YEAR  5 

TOTAL 

744,000 

0 

YEAR  4 

WWKWWWWW 

<t0 

400 

FM 

59455 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

0 

40 

400 

FM 

59457 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

0 

40 

400 

FM 

59552 

YGC-INTERIOR/EXTERIOR  PAINT 

250,000 

0 

40 

400 

FM 

59452 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

0 

YEAR  ^ TOTAL  650,000 


;BPREP  REPORT  :784 

RUN  DATE:  18-SEP-1990  TIME 


6:31PM 


CITY  a COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO.  TITLE 

DEPARTMENT  BOARD 

REQUEST  APPROVED 


YEAR  5 

50 

500 

FM 

59528 

LCR-MISC  FAC  MAINT  PROJ 

80 >000 

0 

50 

500 

FM 

59531 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

0 

50 

500 

FM 

59527 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

0 

YEAR  5 

TOTAL 

380,000 

0 

YEAR  6 ******** 

60 

600 

FM 

59627 

LCR-MISC  FAC  MAINT  PROJ 

80,000 

0 

60 

600 

FM 

59631 

HVR-MISC  FAC  MAINT  PROJ 

50,000 

0 

60 

600 

FM 

59626 

YGC-MISC  FAC  MAINT  PROJ 

250,000 

0 

YEAR  6 

TOTAL 

380,000 

0 

FUND  6P/FD:  01005  GENERAL 

FUND 

-PROJECT 

YEAR  1 ******** 

01 

101 

FM 

31101 

YGC-MISC  FAC  MAINT  PROJ 

210,000 

185,000 

02 

101 

FM 

31201 

LCR-MISC  FAC  MAINT  PROJ 

90,000 

35,000 

03 

101 

FM 

26701 

HVR-MISC  FAC  MAINT  PROJ 

25,000 

22,600 

05 

102 

FM 

37901 

HVR-REPLACE  FIRE  ALARM  SYSTEM 

225,000 

21,000 

09 

199 

FM 

32101 

YGC-INTERIOR/EXTERIOR  PAINTING 

250 ,000 

0 

07 

199 

FM 

32901 

LCR-PUMP  STA-ACCESS  ROAD 

55,000 

0 

08 

199 

FM 

32301 

YGC-ROOF  AREA-SHEETMETAL  PAINTING 

86,200 

0 

09 

199 

Cl 

61701 

LCR-EMERG  ELECT  SYSTEM 

25,000 

0 

10 

199 

FM 

35901 

LCR-PUMP  STA-FUEL  STORAGE  TANK 

57,600 

0 

YEAR  1 

TOTAL 

973,800 

263,600 

:BPREP  REPORT  :7B<* 

RUN  DATE;  18-SEP-1990  TIME 


6:31PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
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FISCAL  YEAR  1990-91 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  13  ADULT  PROBATION 

FUND  GP/FD:  01001  GENERAL  FUND 

YEAR  1 

01  199  FM  22901  HOJ-VAR  OFFICES-REMODELING  39,982 


DEPARTMENT 

REQUEST 


BOARD 

APPROVED 


YEAR  1 TOTAL 


39,982 


0 


:BPREP  REPORT  :784 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  15  COUNTY  CLERK 

FUND  GP/FD:  01001  GENERAL  FUND 

YEAR  1 ***ii**** 

01  199  FM  39501  CH-ROOM  317-PAINT  OFFICE  AREA  8, <*75 


DEPARTMENT 

REQUEST 


BOARD 

APPROVED 


YEAR  1 TOTAL 


Sf^7S 


0 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  25  MAYOR 

FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


»***)«(»* 

YEAR  2 

20 

200 

Cl 

99546 

HUTCH  CTR-LIGHTING  IMPROVEMENTS 

75,000 

0 

20 

200 

FM 

59529 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

0 

YEAR  2 

TOTAL 

175,000 

0 

wwwwwwww 

YEAR  5 

50 

500 

FM 

59446 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

0 

YEAR  5 

TOTAL 

100,000 

0 

YEAR  4 

wwwwwwww 

40 

400 

FM 

59447 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

0 

YEAR  4 

TOTAL 

100,000 

0 

YEAR  5 

50 

500 

FM 

59550 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

0 

YEAR  5 

TOTAL 

100,000 

0 

WWWWWWWK 

YEAR  6 

60 

600 

FM 

59644 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

0 

YEAR  6 

TOTAL 

100,000 

0 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJECT 

YEAR  1 

01 

101 

FM 

29501 

VAR 

LOC-MISC 

FAC 

MAINT  PROJ 

100,000 

60,700 

02 

199 

FM 

52901 

YOUTH  PARK-REPAIR  FOUNDATION 

72,450 

0 

YEAR  1 

TOTAL 

172,450 

60,700 

I 


I 
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DEPT  CIAC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


RESP  DEPT:  27  AIRPORT 


FUND  GP/FD:  50001  AIRPORT  OPERATING  FUND 


YEAR  1 

10 

100 

FM 

50001 

TERMINAL-FAC  MAINT 

587,000 

387,000 

10 

100 

FM 

90001 

GROUNDS- FAC  MAINT 

200,000 

200,000 

10 

100 

FM 

95001 

UTILITIES-FAC  MAINT 

580,000 

580,000 

10 

100 

FM 

50001 

AIRPORT  SUPPORT-FAC  MAINT 

550,000 

550,000 

10 

100 

FM 

20001 

AIRFIELD-FAC  MAINT 

550,000 

550,000 

YEAR  1 

TOTAL 

2 

,067,000 

2,067,000 

KXXXXXXN 

YEAR  2 

»**»»*»* 

20 

200 

FM 

59202 

UTILITIES-FACILITIES  MAINTENANCE 

599,000 

0 

20 

200 

FM 

59205 

GROUNDSIDE-FACILITIES  MAINTENANCE 

210,000 

0 

20 

200 

FM 

59209 

AIRFIELD-FACILITIES  MAINTENANCE 

577,500 

0 

20 

200 

FM 

59205 

TERMINAL-FACILITIES  MAINTENANCE 

906,550 

0 

20 

200 

FM 

59201 

AIRPORT  SUPPORT-FACILITIES  MAINT 

577,500 

0 

YEAR  2 

TOTAL 

2 

,170,550 

0 

xxxxxxxx 

YEAR  5 

mumnnint 

50 

500 

FM 

59509 

AIRFIELD-FACILITIES  MAINTENANCE 

606,575 

0 

50 

500 

FM 

59505 

GROUNDSIDE-FACILITIES  MAINTENANCE 

220,500 

0 

50 

500 

FM 

59505 

TERMINAL-FACILITIES  MAINTENANCE 

926,670 

0 

50 

500 

FM 

59502 

UTILITIES-FACILITIES  MAINTENANCE 

918,950 

0 

50 

500 

FM 

59501 

AIRPORT  SUPPORT-FACILITIES  MAINT 

606,575 

0 

YEAR  5 

TOTAL 

2 

,278,870 

0 

NXXXXXXK 

YEAR  9 

90 

900 

FM 

59905 

GROUNDSIDE-FACILITIES  MAINTENANCE 

215,525 

0 

90 

900 

FM 

59909 

AIRFIELD-FACILITIES  MAINTENANCE 

656,995 

0 

90 

900 

FM 

59905 

TERMINAL-FACILITIES  MAINTENANCE 

998,000 

0 

90 

900 

FM 

59902 

UTILITIES-FACILITIES  J1AINTENANCE 

939,900 

0 

90 

900 

FM 

59901 

AIRPORT  SUPPORT-FACILITIES  MAINT 

656,690 

0 

YEAR  9 

TOTAL 

2 

,579,610 

0 

FUND  GP/FD:  50700  AIRPORT-CAPITAL 

IMPROVEMENT 

FUND 

YEAR  1 

XXXXXXXN 

10 

100 

Cl 

75001 

GROUNDSIDE  IMPROVEMENTS 

5 

,280,000 

5,280,000 

YEAR  1 

TOTAL 

5 

,280,000 

5,280,000 

16 
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DEPT 

CIAC 

project/workphase 

PRIO 

PRIO 

CIP 

NO.  title 

year  2 «*»»»**» 

20 

200 

Cl 

99203  GROUNDSIDE  AREA  IMPROVEMENTS 

YEAR  2 TOTAL 


PAGE : 17 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


5,843,250  0 

5,843,250  0 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  28  ART  COMMISSION 


FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

07 

101 

FM 

22501 

VAR  LOC-MISC  FAC  MAINT  PROJ 

17,500 

17,500 

08 

102 

FM 

34401 

155  GROVE-GALLERY-PARAPET  REPAIRS 

75,000 

0 

05 

103 

FM 

31701 

VAR  CUL  CTRS-EXT  PRESERVATION 

77,560 

0 

02 

108 

FM 

34501 

VAR  FAC -MODIFY  HEATING  SYSTEMS 

59,000 

0 

03 

199 

FM 

31001 

VAR  CUL  CTRS-FLOOR  REPAIRS 

18,264 

0 

04 

199 

FM 

31601 

VAR  CUL  CTRS-ELECT/PLUMB  REPAIRS 

66,650 

0 

06 

199 

FM 

34001 

SOM  CUL  CTR-HATERPROOF  EXTERIOR 

215,800 

0 

YEAR  1 

TOTAL 

529,774 

17,500 

YEAR  2 

20 

200 

Cl 

99212 

SOM  CUL  CTR-IMPROVE 

1,423,000 

0 

20 

200 

Cl 

99207 

MIS  CUL  CTR-IMPROVEMENTS 

966,600 

0 

20 

200 

Cl 

99205 

HEST  ADD  CUL  CTR-IMPROVE 

1,106,000 

0 

20 

200 

FM 

59234 

VAR  LOC -MONUMENT  REHABILITATE 

50,000 

0 

20 

200 

FM 

59276 

WEST  ADD  CULTURAL  CTR-DOORS 

8,300 

0 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  2 

TOTAL 

3,578,900 

0 

YEAR  3 

30 

300 

FM 

59314 

VAR  LOC-MONUMENT  REHABILITATE 

50,000 

0 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

25,000 

0 

30 

300 

Cl 

99332 

SOM  CUL  CTR-IMPROVEMENTS 

1,506,000 

0 

30 

300 

Cl 

99331 

WEST  ADD  CUL  CTR-IMPROVEMENTS 

975,000 

0 

30 

300 

Cl 

99330 

MIS  CUL  CTR-IMPROVEMENTS 

960,000 

0 

YEAR  3 

TOTAL 

3,516,000 

0 

WKWMWWWW 

YEAR  4 

inanfinum 

40 

400 

Cl 

99437 

MIS  CUL  CTR-IMPROVEMENTS 

466,000 

0 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  4 

TOTAL 

491,000 

0 

WKWWWWWW 

YEAR  5 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  5 

TOTAL 

25,000 

0 

YEAR  6 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

FM 

59601 

MISC  FAC 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL 

FUND- 

PROJECT 

YEAR  1 

01 

103 

FM 

33101 

NEST  ADO 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

MAINT  PROJ 

25,000 

0 

25,000 

0 

CUL  CTR-REPLACE  ROOF 

114,400 

0 

YEAR  1 TOTAL 


114,900 


0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  28  ART  COMMISSION 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

07 

101 

FM 

22501 

VAR  LOC-MISC  FAC  MAINT  PROJ 

17,500 

17,500 

08 

102 

FM 

54401 

155  GROVE -GALLERY-PARAPET  REPAIRS 

75,000 

0 

05 

105 

FM 

51701 

VAR  CUL  CTRS-EXT  PRESERVATION 

77,560 

0 

02 

108 

FM 

54501 

VAR  FAC -MODIFY  HEATING  SYSTEMS 

59,000 

0 

05 

199 

FM 

51001 

VAR  CUL  CTRS-FLOOR  REPAIRS 

18,264 

0 

04 

199 

FM 

51601 

VAR  CUL  CTRS-ELECT/PLUMB  REPAIRS 

66,650 

0 

06 

199 

FM 

54001 

SOM  CUL  CTR-WATERPROOF  EXTERIOR 

215,800 

0 

YEAR  1 

TOTAL 

529,774 

17,500 

YEAR  2 

20 

200 

Cl 

99212 

SOM  CUL  CTR-IMPROVE 

1,425,000 

0 

20 

200 

Cl 

99207 

MIS  CUL  CTR-IMPROVEMENTS 

966,600 

0 

20 

200 

Cl 

99205 

HEST  ADD  CUL  CTR-IMPROVE 

1,106,000 

0 

20 

200 

FM 

59254 

VAR  LOC -MONUMENT  REHABILITATE 

50,000 

0 

20 

200 

FM 

59276 

WEST  ADD  CULTURAL  CTR-DOORS 

8,500 

0 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  2 

TOTAL 

5,578,900 

0 

YEAR  5 

WMKWWWWW 

50 

500 

FM 

59514 

VAR  LOC-MONUMENT  REHABILITATE 

50,000 

0 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

25,000 

0 

50 

500 

Cl 

99552 

SOM  CUL  CTR-IMPROVEMENTS 

1,506,000 

0 

50 

500 

Cl 

99551 

WEST  ADD  CUL  CTR-IMPROVEMENTS 

975,000 

0 

50 

500 

Cl 

99550 

MIS  CUL  CTR-IMPROVEMENTS 

960,000 

0 

YEAR  5 

TOTAL 

5,516,000 

0 

WKWWWWWW 

YEAR  4 

WWWWWWKW 

40 

400 

Cl 

99457 

MIS  CUL  CTR-IMPROVEMENTS 

466,000 

0 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  4 

TOTAL 

491,000 

0 

YEAR  5 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  5 

TOTAL 

25,000 

0 

YEAR  6 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

60 

600 

FM 

59601 

MISC  FAC 

YEAR  6 TOTAL 

FUND  GP/FD:  01005  GENERAL 

FUND- 

PROJECT 

YEAR  1 

01 

103 

FM 

33101 

NEST  ADD 

YEAR  1 TOTAL 


DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

MAINT  PROJ 

25,000 

0 

25,000 

0 

CUL  CTR-REPLACE  ROOF 

114, <^00 

0 

114,400 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  31  FIRE  DEPARTMENT 

FUND  GP/FD:  01001  GENERAL 

FUND 

MKKMWWWW  YEAR  1 

03 

102 

FM 

29801 

VAR  STA-TRUCK  EXHAUST  SYSTEM 

286,000 

0 

04 

199 

Cl 

64401 

VAR  LOC-INSTALL  HYDRANTS 

40,000 

0 

05 

199 

Cl 

72001 

VAR  FIRE  STA-APPARATUS  DOORS 

921,500 

0 

YEAR  1 TOTAL 

1,247,500 

0 

YEAR  2 

20 

200 

FM 

59220 

VAR  STA-INSTALL  PARTITIONS 

35,915 

0 

20 

200 

FM 

59231 

STA  NO  22-CLOTHES  DRIER 

10,050 

0 

20 

200 

Cl 

99201 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

40,000 

0 

20 

200 

FM 

59372 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

0 

20 

200 

Cl 

99223 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

0 

20 

200 

Cl 

99224 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

72,000 

0 

20 

200 

Cl 

99285 

THIN  PEAKS  RES-INTRUSION  ALARM 

85,400 

0 

20 

200 

Cl 

99219 

TRAIN  CTR-HIGH  PRESSURE  HYDRANT 

13,000 

0 

20 

200 

Cl 

99218 

TRAIN  CTR-LOH  PRESSURE  HYDRANT 

35,200 

0 

20 

200 

FM 

59240 

PUMP  STATION  2-VALVE  PLATFORM 

12,200 

0 

20 

200 

Cl 

99208 

VAR  STA-APPARATUS  DOORS 

695,100 

0 

20 

200 

FM 

59322 

VAR  STA -GAS  CONSERVATION  PROJ 

15,980 

0 

' 20 

200 

FM 

59202 

PUMP  STA  1-REPAIR  TUNNEL 

82,800 

0 

20 

200 

FM 

59388 

VAR  FIRE  STAS-TRUCK  EXHAUST  SYS 

230,000 

0 

20 

200 

FM 

59333 

VAR  STA-FEMALE  FAC -ALTERATIONS 

678,900 

0 

YEAR  2 TOTAL 

2,306,545 

0 

YEAR  3 

30 

300 

Cl 

99350 

VAR  STA-APPARATUS  DOORS 

603,400 

0 

30 

300 

Cl 

99229 

DRILL  TOWER-IMPROVEMENTS 

11,200 

0 

30 

300 

Cl 

99341 

TRAIN  CTR -CLASSROOMS 

50,000 

0 

30 

300 

Cl 

99304 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

0 

30 

300 

Cl 

99302 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

79,000 

0 

. 30 

300 

Cl 

99301 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

40,000 

0 

30 

300 

FM 

59362 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

0 

30 

300 

FM 

59391 

VAR  FIRE  STAS-TRUCK  EXHAUST  SYS 

188,000 

0 

YEAR  3 TOTAL 

1,271,600 

0 

WKMMKMKN  YEAR  4 

. 40 

400 

Cl 

99401 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

40,000 

0 

- <^o 

400 

Cl 

.i,  99403 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100,000 

0 

40 

400 

Cl 

99441 

VAR  FIRE  STAS-APPARATUS  DOOR  CONT 

91,000 

0 

40 

400 

FM 

59440 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200,000 

0 

1 


20 
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DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 


PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  ^ 

TOTAL 

931 >000 

0 

WWWWWMWW 

YEAR  5 

50 

500 

Cl 

99507 

VAR  STA-FIRE  SPRINKLER  SYSTEM 

100 >000 

0 

50 

500 

Cl 

99365 

HEADQUARTERS  BLDG-EXTEND  9TH  FLR 

750 >000 

0 

50 

500 

Cl 

99501 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

90>000 

0 

50 

500 

FM 

59533 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200>000 

0 

YEAR  5 

TOTAL 

1>090>000 

0 

YEAR  6 

60 

600 

Cl 

99601 

VAR  LOC-INSTALL  FIRE  HYDRANTS 

90 >000 

0 

60 

600 

FM 

59632 

VAR  LOC-MISC  FAC  MAINT  PROJ 

200 >000 

0 

YEAR  6 

TOTAL 

290 >000 

0 

FUND  GP/FD:  D1005  GENERAL 

FUND 

-PROJECT 

YEAR  1 

02 

101 

FM 

29301 

VAR  LOC-MISC  FAC  MAINT  PROJ 

375 >153 

220>000 

01 

110 

FM 

33301 

VAR  STA-HOMAN  FAC-ALTERATIONS 

795 >900 

0 

YEAR  1 

TOTAL 

1>171>053 

220 >000 

PAGE: 
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DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  32 

HETCH  HETCHY 

PROJECT 

FUND  GP/FD:  33001  HETCH  HETCHY  OPERATING  FUND 

YEAR 

1 

01 

101 

Cl 

84301 

MOCCASIN/WARNERVLE-DELUGE  SYSTEMS 

520,000 

520,000 

02 

102 

Cl 

84101 

MOUNTAIN  TUNNEL-LINING/VANE 

125,000 

125,000 

03 

103 

Cl 

84401 

EARLY  INTAKE/ELEANOR  DAM-REPAIR 

650,000 

650,000 

04 

104 

Cl 

83701 

RELAY  MODIFICATION 

230,000 

230,000 

05 

105 

Cl 

85301 

VAR  DAMS-EMERGENCY  ACTION  PLANS 

250,000 

250,000 

06 

106 

FM 

39001 

MOCASSIN  PWRHSE-INT  REPAIR/PAINT 

72,000 

72,000 

07 

107 

Cl 

80401 

HETCH  HETCHY  ROADS-REBUILDING 

1,163,000 

1,163,000 

08 

108 

Cl 

84701 

KIRKWOOD  PENSTK-REDRILL  INCLIN 

135,000 

135,000 

09 

109 

Cl 

84801 

MOC  RES-LOW  HEAD  MODIFICATIONS 

118,000 

118,000 

10 

110 

Cl 

84201 

MOCCASIN  COTTAGES-REHABILITATION 

350,000 

350,000 

11 

111 

Cl 

85101 

TURBINE  GEN-RENOVATE/REPLACE 

290,000 

290,000 

12 

112 

Cl 

82901 

SCAD A MODIFICATIONS 

390,000 

390,000 

13 

113 

Cl 

85201 

REMOTE  DATA  ACQUISITION/CONTROL 

500,000 

500,000 

14 

114 

Cl 

67001 

RESURFACE  ROADS-HETCH  HETCHY 

55,000 

55,000 

15 

115 

Cl 

66001 

TUNNELS  P/L  MOCCASIN  TO  ALAMEDA  R 

144,000 

144,000 

16 

116 

Cl 

80301 

STREET  LIGHTING-REPAIR/REPLACE 

500,000 

500,000 

17 

117 

FM 

38001 

HETCH  HETCHY  BLDGS-MAINT/REP 

251,000 

251,000 

18 

118 

Cl 

80601 

MUNI  FAC-ENERGY  CON  RETROFITS 

250,000 

250,000 

19 

119 

Cl 

84601 

MOCCASIN  PENSTK-REPLACE/ADD  STUDY 

125,000 

125,000 

20 

120 

FM 

37901 

MOC/NEWARK  TRANS  LINE  TWRS-PAINT 

198,000 

198,000 

21 

121 

Cl 

84501 

MOCCASIN/CAVAGNARO-WATERLINE 

166,000 

166,000 

YEAR  1 TOTAL 

6,482,000 

6,482,000 

anKinnnnt  YEAR 

20 

200 

Cl 

99317 

O’SHAUGHNESSY  PWR  DISTRIBUTION 

212,000 

0 

20 

200 

Cl 

99319 

HETCH  HETCHY-RADIO  INFO  SYSTEM 

466,400 

0 

20 

200 

Cl 

99315 

EARLY  INTAKE  ROAD-STABILIZATION 

3,000,000 

0 

20 

200 

Cl 

99415 

SAN  JOAQUIN  P/L  CROSSOVERS 

1,005,000 

0 

20 

200 

Cl 

99505 

KIRKWOOD/HOLM  PENSTS-INT  LINING 

2,100,000 

0 

20 

200 

Cl 

99513 

HOLM  PONERHSE -DRAIN  CONTROL  SYS 

469,000 

0 

20 

200 

Cl 

99511 

BRYANT  ST  FAC -OFF  SPACE  IMPROVE 

263,700 

0 

20 

200 

Cl 

99510 

BRYANT  ST  FAC -GENERAL  REPAIRS 

382,800 

0 

20 

200 

FM 

59215 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

210,000 

0 

20 

200 

FM 

59213 

TROLLEY  POLES-REPAIR/PAINT 

414,000 

0 

20 

200 

Cl 

99211 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

3,498,000 

0 

20 

200 

Cl 

99214 

TROLLEY  COACH  OVRHD  PROG  (AB) 

375,000 

0 

20 

200 

Cl 

99218 

RESURFACE  ROADS 

58,000 

0 

20 

200 

Cl 

99225 

VAR  LOC-DOMESTIC  LINES-REPLACE 

557,000 

0 

20 

200 

Cl 

99232 

CHERRY  VALLEY  BLDG-REHABILITATE 

652,000 

0 

20 

200 

Cl 

99241 

MAINTENANCE  MANAGEMENT  PROGRAM 

1,200,000 

0 

20 

200 

Cl 

99239 

MOCCASIN  SHOP  BLDGS-REPLACEMENT 

2,014,000 

0 

20 

200 

Cl 

99226 

MOCCASIN  COTTAGES-REHABILITATE 

350,000 

0 

20 

200 

Cl 

99224 

O’SHAUGNESSY  BOAT  RAMP-RESURFACE 

175,000 

0 
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20 

200 

Cl 

99222 

MOUNTAIN  TUNNEL-REPAIR  LINING 

1>000,000 

0 

20 

200 

Cl 

99221 

VAR  ROADS-RECONSTRUCTION 

1>238,000 

0 

20 

200 

Cl 

99217 

TUNNE  LS/PIPE  LINE -RECONSTRUCTION 

153,000 

0 

20 

200 

Cl 

99213 

OLD  MOC  POHERHOUSE -RECONSTRUCT 

2,956,000 

0 

20 

200 

Cl 

99208 

SAN  JOAQUIN  PIPELINE-REPAIRS 

4,230,000 

0 

20 

200 

Cl 

99204 

TROLLEY  COACH  OVRHD  PROG( RR  ) 

230,000 

0 

20 

200 

Cl 

99246 

ST  LIGHT  FAC-REPAIR/REPLACE 

500 ,000 

0 

20 

200 

Cl 

99242 

MUNI  FAC-ENERGY  CONS  RETROFITS 

324,300 

0 

20 

200 

Cl 

9930S 

WATER  TREATMENT  FACILITIES 

3,560,000 

0 

20 

200 

FM 

S9202 

VAR  BLDGS-MAINTENANCE 

266,000 

0 

20 

200 

Cl 

99203 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

0 

YEAR  2 TOTAL 

32,184,200 

0 

YEAR  3 

30 

300 

Cl 

99318 

MUNI  FAC-ENERGY  CONS  RETROFITS 

324,300 

0 

30 

300 

Cl 

99314 

VAR  ROADS-RECONSTRUCTION 

1,307,000 

0 

30 

300 

Cl 

99313 

MOCCASIN-SHOP  BUILDINGS-REPLACE 

2,046,000 

0 

30 

300 

Cl 

99233 

MOCCASIN  PWRHSE-ENERGY  ABSORBERS 

1,489,500 

0 

30 

300 

FM 

59317 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

222,000 

0 

30 

300 

FM 

59314 

TROLLEY  POLES-REPAIR/PAINT 

439,000 

0 

30 

300 

Cl 

99306 

SAN  JOAQUIN  PIPELINE-REPAIRS 

4,745,000 

0 

30 

300 

Cl 

99308 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

4,876,000 

0 

30 

300 

Cl 

99312 

RESURFACE  ROADS 

62,000 

0 

30 

300 

Cl 

99311 

TUNNELS/PIPELINE-RECONSTRUCTION 

162,000 

0 

30 

300 

Cl 

99321 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

0 

30 

300 

Cl 

99307 

MAINTENANCE  MANAGEMENT  PROGRAM 

825,000 

0 

30 

300 

Cl 

99304 

TROLLEY  COACH  OVRHD  PROG( RR  ) 

240,000 

0 

30 

300 

Cl 

99201 

LOW  HEAD  GENERATING  FACILITIES 

150,000 

0 

30 

300 

FM 

59302 

VAR  BLDGS-MAINTENANCE 

282,000 

0 

30 

300 

Cl 

99322 

MOUNTAIN  TUNNEL-REPAIR  LINING 

1 , 000 , 000 

0 

30 

300 

Cl 

99302 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

0 

YEAR  3 TOTAL 

18,994,800 

0 

YEAR  4 

40 

400 

Cl 

99237 

WATER  TRANSMISSION  DEMANDS  STUDY 

250,000 

0 

40 

400 

FM 

59411 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

235,000 

0 

40 

400 

Cl 

99403 

MUNI  FAC-ENERGY  CONS  RETROFITS 

228,000 

0 

40 

400 

Cl 

99410 

TUNNELS/PIPELINE-RECONSTRUCTION 

172,000 

0 

40 

400 

Cl 

99411 

RESURFACE  ROADS 

65,000 

0 

40 

400 

Cl 

99408 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

2,359,000 

0 

40 

400 

Cl 

99402 

TROLLEY  COACH  OVRHD  PROG(RR) 

650,000 

0 

40 

400 

FM 

59408 

TROLLEY  POLES-REPAIR/PAINT 

465,000 

0 

40 

400 

Cl 

99301 

LOW  HEAD  GENERATING  FACILITIES 

7,485,000 

0 

40 

400 

Cl 

99417 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

0 

40 

400 

Cl 

99414 

VAR  ROADS-RECONSTRUCTION 

1,385,000 

0 

40 

400 

FM 

59402 

VAR  BLDGS-MAINTENANCE 

299,000 

0 

40 

400 

Cl 

99412 

TROLLEY  COACH  OVRHD  PROG  (AB) 

900,000 

0 

23 
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90 

900 

Cl 

99918 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

0 

YEAR  9 TOTAL 

15,318,000 

0 

MKWWWWWM  YEAR  5 

50 

500 

FM 

59509 

MOC/NEHARK  TRANS  LINE-PAINT  TOWER 

298,000 

0 

50 

500 

Cl 

99503 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

9,881,600 

0 

50 

500 

Cl 

99901 

LOW  HEAD  GENERATING  FACILITIES 

3,810,000 

0 

50 

500 

FM 

59505 

TROLLEY  POLES-REPAIR/PAINT 

993,000 

0 

50 

500 

Cl 

99507 

RESURFACE  ROADS 

68,000 

0 

50 

500 

Cl 

99515 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

0 

50 

500 

Cl 

99509 

VAR  ROADS-RECONSTRUCTION 

1,993,000 

0 

50 

500 

Cl 

99506 

TUNNE  LS/PIPE  LINE -RECONSTRUCTION 

179,000 

0 

50 

500 

FM 

59502 

VAR  BLDGS-MAINTENANCE 

317,000 

0 

50 

500 

Cl 

99516 

MUNI  FAC -ENERGY  CONS  RETROFITS 

228,000 

0 

50 

500 

Cl 

99502 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

0 

YEAR  5 TOTAL 

12,992,600 

0 

KwwwNwww  YEAR  6 

60 

600 

Cl 

99602 

VAR  LOC -STREETLIGHT  REPLACE  PROG 

2,500,000 

0 

60 

600 

FM 

59609 

TROLLEY  POLES-REPAIR/PAINT 

516,000 

0 

60 

600 

Cl 

99519 

SAN  JOAQUIN  P/L  NO  3 -FI ELD  JOINTS 

2,753,000 

0 

60 

600 

Cl 

99603 

TUNNELS/PIPELINE-RECONSTRUCTION 

192,000 

0 

60 

600 

Cl 

99606 

VAR  ROADS-RECONSTRUCTION 

1,528,000 

0 

60 

600 

Cl 

99607 

ST  LIGHT  FAC-REPAIR/REPLACE 

500,000 

0 

60 

600 

Cl 

99609 

RESURFACE  ROADS 

71,000 

0 

60 

600 

FM 

59602 

VAR  BLDGS-MAINTENANCE 

336,000 

0 

60 

600 

Cl 

99609 

MUNI  FAC-ENERGY  CONS  RETROFITS 

228,000 

0 

60 

600 

Cl 

99601 

CAP  EQUIP-ASSESS  AND  MAINTENANCE 

325,000 

0 

60 

600 

FM 

59608 

MOC/NEWARK  TRANS  LINE -PAINT  TOWER 

261,000 

0 

YEAR  6 TOTAL  9,210,000  0 


2<» 
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DEPT 

PRIO 
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PROJECT/WORKPHASE 
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DEPARTMENT 
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BOARD 

APPROVED 


RESP  DEPT:  35  MUNICIPAL  RAILWAY 


FUND  GP/FD:  31001  MUNICIPAL  RAILWAY  OPERATING 


YEAR  1 


01 

101 

FM 

22501 

MISC  FAC  MAINT  PROJ 

793,250 

593,250 

02 

101 

FM 

20101 

TRACKS/ROADBEDS-REPAIRS/RESTOR 

290,000 

200,000 

YEAR  1 

TOTAL 

983,250 

793,250 

******** 

YEAR  2 

******** 

20 

200 

FM 

59202 

VAR  LOC-ASBESTOS  ABATEMENT 

295,000 

0 

20 

200 

FM 

59203 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

0 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

793,250 

0 

20 

200 

FM 

59209 

MAINT  DIV-MISC  PROJECTS 

229,908 

0 

20 

200 

FM 

59205 

VAR  LOC-TRACK/ROADBED  REPAIRS 

250,000 

0 

YEAR  2 

TOTAL 

1,592,658 

0 

******** 

YEAR  3 

******** 

30 

300 

FM 

59303 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

0 

30 

300 

FM 

59302 

VAR  LOC-ASBESTOS  ABATEMENT 

295,000 

0 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

793,250 

0 

30 

300 

FM 

59309 

MAINT  DIV-MISC  PROJECTS 

229,908 

0 

30 

300 

FM 

59305 

VAR  LOC-TRACK/ROADBED  REPAIRS 

250 , 000 

0 

YEAR  3 

TOTAL 

1,592,658 

0 

******** 

YEAR  9 

******** 

90 

900 

FM 

59902 

VAR  LOC-ASBESTOS  ABATEMENT 

295,000 

0 

90 

900 

FM 

59903 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

0 

90 

900 

FM 

59901 

MISC  FAC  MAINT  PROJ 

793,250 

0 

90 

900 

FM 

59909 

MAINT  DIV-MISC  PROJECTS 

229,908 

0 

90 

900 

FM 

59905 

VAR  LOC-TRACK/ROADBED  REPAIRS 

250,000 

0 

YEAR  9 

TOTAL 

1,592,658 

0 

******** 

YEAR  5 

******** 

50 

500 

FM 

59502 

VAR  LOC-REPLACE  ROOF/FLOOR  COVER 

75,000 

0 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

793,250 

0 

50 

500 

FM 

59503 

MAINT  DIV-MISC  PROJECTS 

229,908 

0 

50 

500 

FM 

59509 

VAR  LOC-TRACK/ROADBED  REPAIRS 

250,000 

0 

YEAR  5 

TOTAL 

1,297,658 

0 

******** 

YEAR  6 

******** 

25 
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60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

743,250 

0 

60 

600 

FM 

59602 

MAINT  DIV-MISC  PROJECTS 

229,408 

0 

60 

600 

FM 

59603 

VAR  LOC -TRACK/ROADBED  REPAIRS 

250,000 

0 

YEAR  6 TOTAL 

1,222,658 

0 

FUND  GP/FD:  31002  MUNI 

RAILWAY 

TRANSIT  IMPACT 

DEV  F 

********  YEAR  1 

******** 

01 

101 

Cl 

72301 

F-MARKET  STREETCAR  LINE 

759,506 

759,506 

02 

102 

Cl 

72401 

PCC  STREETCARS-REHABILITATION 

276,659 

276,659 

03 

103 

Cl 

72501 

METRO  SUBWAY  SIGNAL  IMPROVEMENTS 

2,250,000 

2,250,000 

04 

104 

Cl 

72601 

LIGHT-RAIL  VEHICLES-PURCHASE 

500,000 

500,000 

05 

105 

Cl 

72701 

METRO  EAST  LIGHT  RAIL  FACILITY 

225,000 

225,000 

YEAR  1 TOTAL  4,011,165  4,011,165 

FUND  GP/FD:  31501  MUNI  RAILWAY  CAPITAL  RESERVE  FUND 


YEAR  2 

20 

200 

Cl 

99201 

LRV-TRACTION 

MOTORS 

1,600,000 

0 

YEAR  2 

TOTAL 

1,600,000 

0 

******** 

YEAR  3 

******** 

30 

300 

Cl 

99301 

LRV-TRACTION 

MOTORS 

1,730,000 

0 

YEAR  3 

TOTAL 

1,730,000 

0 

26 
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DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST 

RESP  DEPT:  36  PARKING  ft  TRAFFIC  COMMISSION 

FUND  GP/FD:  02071  OFF  STREET  PARKING 


YEAR  1 

01 

101 

FM 

50601 

VAR 

LOC-MISC 

FAC 

MAINT 

110,000 

YEAR  1 

TOTAL 

110,000 

WWWKWWWW 

YEAR  2 *it****** 

20 

200 

FM 

59201 

VAR 

LOC-MISC 

FAC 

MAINT 

PROJ 

100,000 

YEAR  2 

TOTAL 

100,000 

YEAR  3 *****iH(* 

30 

300 

FM 

59301 

VAR 

LOC-MISC 

FAC 

MAINT 

PROJ 

100,000 

YEAR  3 

TOTAL 

100,000 

YEAR  4 ******** 

40 

400 

FM 

59401 

VAR 

LOC-MISC 

FAC 

MAINT 

PROJ 

100,000 

YEAR  4 

TOTAL 

100,000 

YEAR  5 ******** 

50 

500 

FM 

59501 

VAR 

LOC-MISC 

FAC 

MAINT 

PROJ 

100,000 

YEAR  5 

TOTAL 

100,000 

YEAR  6 ******** 

60 

600 

FM 

59601 

VAR 

LOC-MISC 

FAC 

MAINT 

PROJ 

100,000 

YEAR  6 TOTAL  100,000 


BOARD 

APPROVED 


110 ,000 
110,000 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 
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BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT;  38  POLICE  COMMISSION 

FUND  GP/FD;  01001  GENERAL 

FUND 

YEAR  1 

xxxxxxxx 

01 

101 

FM 

23601 

VAR  LOC-MISC  FAC  MAINT  PROJ 

181,600 

109,900 

02 

103 

FM 

39601 

MISSION  STA-REPLACE  ROOF 

88,000 

0 

03 

108 

FM 

98501 

HOJ-REPLACE  FLOOR  COVER 

216,351 

0 

09 

199 

Cl 

69201 

HOJ-DATA  CEN-UNINTERUPT  PWR  SYS 

282,000 

0 

05 

199 

FM 

91201 

HOJ-OFFICE  AREAS-PAINTING 

110,772 

0 

06 

199 

FM 

23701 

MCLAREN  STABLES-VENTILATION 

6,727 

0 

07 

199 

FM 

37901 

RANGE-PARKING  AREA-RESURFACE 

65,900 

0 

YEAR  1 TOTAL 

950,850 

109,900 

YEAR  2 

20 

200 

Cl 

99517 

PARK  STA-ELECTRICAL  CIRCUITS 

28,100 

0 

20 

200 

FM 

59269 

HOJ-RADIO  RM-SOUND  PROOFING 

25,000 

0 

20 

200 

FM 

59363 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

20 

200 

Cl 

99297 

HOJ-RMS  G21/23-VENT  SYSTEM 

22,000 

0 

20 

200 

FM 

59297 

POLICE  STABLES-BLDG  SYS  REPAIRS 

76,595 

0 

YEAR  2 TOTAL 

251,695 

0 

YEAR  3 

30 

300 

FM 

59991 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  3 TOTAL 

100,000 

0 

YEAR  9 

90 

900 

FM 

59539 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  9 TOTAL 

100,000 

0 

YEAR  5 

50 

500 

FM 

59633 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  5 TOTAL 

100,000 

0 

wwwMKWww  YEAR  6 

60 

600 

FM 

59639 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  6 TOTAL 


100,000 


0 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  39  PORT 

FUND  GP/FD:  39001  SF  HARBOR  OPERATING  FUND 
Hit******  YEAR  1 »»»«««(»« 


01 

101 

FM 

20001 

VAR  LOC-MAINT  DREDGING 

390,000 

390,000 

02 

102 

FM 

20201 

MISC  FAC  MAINT  PROJECTS 

90,000 

90,000 

03 

103 

FM 

22201 

U/G  STORAGE  TANK  CLEAN-UP 

90,000 

90,000 

09 

109 

FM 

20301 

RAILROAD  TRACK  SYSTEM  MAINTENANCE 

90,000 

90,000 

05 

105 

FM 

21101 

VAR  LOC -TENNANT  SPACE-REPAIR/REPL 

30,000 

30,000 

YEAR  1 TOTAL  590,000  590,000 


DEPARTMENT  BOARD 

REQUEST  APPROVED 
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DEPT  CIAC  PROJECT/HORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  91  PUBLIC  LIBRARY 

FUND  GP/FD:  01001  GENERAL  FUND 

WWNMMMMK  YEAR  1 


02 

101 

FM 

51001 

VAR  LOC-MISC  FAC  MAINT  PROJ 

221,900 

97,900 

05 

199 

FM 

26001 

VAR  LIBRARIES-SECURITY  LIGHTING 

59,708 

0 

YEAR  1 

TOTAL 

276,108 

97,900 

MWKMKWKW 

YEAR  2 

20 

200 

FM 

59279 

ANZA  LIB-RESURFACE  COURT  YARD 

12,000 

0 

20 

200 

FM 

59317 

VAR  BRANCH  LIB-MODIFY  ENT  DOORS 

22,050 

0 

20 

200 

FM 

59332 

95  HYDE-INT/EXT  PAINTING 

75,600 

0 

20 

200 

FM 

59278 

MARINA  LIB-COURTYARD  BENCHES 

7,800 

0 

20 

200 

FM 

59356 

MARINA  BRANCH-HEATING  SYSTEM 

167,900 

0 

20 

200 

FM 

59273 

MAIN  LIB-COMM  RM-CARPET 

91,000 

0 

20 

200 

FM 

59223 

MAIN  LIBRARY-EXTERIOR  PAINTING 

199,100 

0 

20 

200 

FM 

59222 

MARINA  BRANCH  LIBRARY-FENCING 

15,000 

0 

20 

200 

FM 

59916 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  2 

TOTAL 

590,950 

0 

YEAR  3 

30 

300 

FM 

59919 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  3 

TOTAL 

100,000 

0 

YEAR  9 

90 

900 

FM 

59921 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  9 

TOTAL 

100,000 

0 

YEAR  5 

50 

500 

FM 

59519 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  5 

TOTAL 

100,000 

0 

YEAR  6 

60 

600 

FM 

59618 

VAR  LOC-MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  6 

TOTAL 

100,000 

0 

30 


FUND  GP/FO:  01005  GENERAL  FUND-PROJECT 


:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 
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FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

JMf*  YEAR 

1 

01 

199 

Cl 

81501 

MAIN  LIBRARY-FIRE  SAFETY  PROGRAM 

03 

199 

FM 

27701 

CHINATOWN  BRANCH-REPLACE  BOILER 

04 

199 

FM 

34201 

EXCELSIOR  BRANCH-REPLACE  CARPET 

06 

199 

Cl 

77801 

MAIN  LIB-SORT  RM  VENT  SYSTEM 

YEAR  1 TOTAL 


DEPARTMENT 

REQUEST 


204,000 

65,000 

71,587 

12,908 

353,495 


BOARD 

APPROVED 


0 

0 

0 

0 

0 


PAGE: 
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:BPREP  REPORT 

:784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6: 

:31PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/HORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  42 

RECREATION 

AND  PARK  COmiSSION 

FUND  6P/FD:  01001  GENERAL 

FUND 

wwwMwwww  YEAR 

1 

01 

101 

FM 

21901 

VAR  LOC-MISC  FAC  MAINT  PROJ 

775,000 

565,000 

02 

101 

FM 

55601 

ZOO-MISC  FAC  MAINT  PROJ 

288,000 

113,000 

03 

101 

FM 

28701 

VAR  LOC -SURFACED  FACILITIES 

260,000 

80,000 

04 

101 

FM 

28401 

VAR  LOC-REPLACE  FENCING 

60,000 

30,000 

05 

101 

FM 

55701 

ZOO-RESURFACE  WALKS/PATHS 

30,000 

20,000 

06 

101 

FM 

31401 

ZOO-REPAIR/REPLACE  FENCING 

30,000 

25,000 

07 

199 

FM 

28501 

VAR  LOC-REHAB  LIGHTING  SYSTEMS 

100,000 

0 

09 

199 

FM 

26601 

GGP-ARBORETUM-REPLACE  WELL 

66,700 

0 

10 

199 

FM 

26201 

GGP-NORTH  MILL-REPAIRS 

181,000 

0 

11 

199 

Cl 

60601 

NO  BEACH  POOL/BLDG-RECONSTRUCTION 

3,603,500 

0 

14 

199 

Cl 

83701 

ZOO-SEWERS/DRAINS 

421,000 

0 

15 

199 

FM 

39601 

RANDALL  MUSEUM-REPLACE  DOORS 

26,000 

0 

YEAR  1 TOTAL 

5,841,200 

833,000 

YEAR 

Z a******* 

20 

200 

FM 

59282 

COIT  TOWER-RECONSTRUCT  ELEVATOR 

162,150 

0 

20 

200 

Cl 

99202 

ZOO-KEEPERS  LOCKER  RM-EXPANSION 

50,000 

0 

20 

200 

FM 

59281 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

0 

20 

200 

FM 

59280 

GREAT  HIGHWAY-LANDSCAPING 

750,000 

0 

20 

200 

FM 

59217 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

0 

20 

200 

FM 

59241 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

260,000 

0 

20 

200 

FM 

59215 

ZOO-MOTHERS  BLDG-RESTORATION 

1,890,000 

0 

20 

200 

FM 

59297 

VAR  LOC -GAS  CONSERVATION  PROJ 

79,320 

0 

20 

200 

FM 

59295 

VAR  POOLS-MODIFY  VENT  SYSTEMS 

218,100 

0 

20 

200 

FM 

59245 

MISC  FAC  MAINT  PROJ 

750,000 

0 

20 

200 

FM 

59244 

VAR  PKS-PLYGNDS-FENCING 

60,000 

0 

20 

200 

FM 

59267 

GGP -CONCOURSE -TUNNEL  REPAIR 

8,000 

0 

20 

200 

FM 

59268 

ZOO-MISC  FAC  MAINT  PROJS 

250,000 

0 

20 

200 

Cl 

99438 

GGP-TEA  GARDEN-REHAB  WOOD  BRIDGE 

68,800 

0 

20 

200 

FM 

59243 

VAR  LOC-REHAB  LIGHT  SYS 

106,000 

0 

20 

200 

Cl 

99237 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250,000 

0 

20 

200 

Cl 

99514 

MCLAREN  PK-WATER  SYSTEM 

244,500 

0 

20 

200 

Cl 

99232 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

157,000 

0 

20 

200 

Cl 

99249 

GGP-MCLAREN  LODGE-ELECTRICAL  SERV 

100,000 

0 

20 

200 

Cl 

99244 

VAR  LOC -SECURITY  LIGHTING 

132,300 

0 

20 

200 

Cl 

99296 

ZOO-SERVICE  ENTRANCE  GATE 

50,000 

0 

20 

200 

Cl 

99298 

COIT  TOWER-ELEVATOR-EMERG  GEN 

81,550 

0 

20 

200 

Cl 

99297 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

0 

20 

200 

Cl 

99295 

GGP-STOW  LAKE -BOAT  SHED 

75,000 

0 

20 

200 

Cl 

99257 

ZOO-HOSPITAL  BLDG-ADDITION 

232,700 

0 

20 

200 

Cl 

99255 

GGP-ARBORETUM-REST  ROOM 

50,000 

0 

20 

200 

Cl 

99242 

CANDLESTICK  PARK  IMPROVEMENTS 

0 

0 

20 

200 

Cl 

99230 

GGP-VAR  LOC-IMPROVE  ELECT  SYSTEMS 

30,000 

0 

:BPREP  REPORT  : 

789 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME 

: 6! 

:31PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

FM 

B9262 

ZOO-RESUR  WALKS  AND  ROADS 

30,000 

0 

20 

200 

FM 

59256 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

0 

20 

200 

Cl 

99221 

PFA-SEWER  FORCE  MAIN 

27,000 

0 

20 

200 

FM 

59299 

COIT  TOWER-ELEVATOR  RECONSTRUCT 

175,320 

0 

20 

200 

FM 

59299 

GGP-TENNIS  COURTS-RENOVATION 

366,000 

0 

20 

200 

FM 

59298 

EMBARCADERO  PLAZA-DRAINAGE  STRIP 

109,000 

0 

20 

200 

FM 

59308 

GGP-KEZAR  PAVILION-REPLACE  ROOF 

912,750 

0 

20 

200 

FM 

59205 

ZOO-FENCING 

30,000 

0 

20 

200 

FM 

59379 

GGP-ARBORETUM-REPLACE  WELL 

73,800 

0 

YEAR  2 TOTAL 

7,750,990 

0 

*****i(it*  YEAR  Z 

30 

300 

FM 

59303 

ZOO-MISC  FAC  MAINT  PROJ 

250,000 

0 

30 

300 

FM 

59316 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

260,000 

0 

30 

300 

FM 

59309 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

0 

30 

300 

FM 

59306 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

0 

30 

300 

FM 

59391 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

0 

30 

300 

Cl 

99370 

VAR  LOC-SECURITY  LIGHTING 

139,500 

0 

30 

300 

FM 

59319 

VAR  PKS-PLYGNDS-FENCING 

60,000 

0 

30 

300 

Cl 

99359 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

0 

30 

300 

FM 

59339 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

0 

30 

300 

Cl 

99328 

COIT  TOWER-RECON  PARKING  AREA 

126,000 

0 

30 

300 

Cl 

99308 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250,000 

0 

30 

300 

Cl 

99306 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

157,000 

0 

30 

300 

FM 

59326 

ZOO-FENCING 

30,000 

0 

30 

300 

FM 

59320 

MISC  FAC  MAINT  PROJ 

750,000 

0 

30 

300 

FM 

59318 

VAR  LOC-REHAB  LIGHT  SYS 

116,000 

0 

30 

300 

FM 

59250 

GGP-KEZAR  PAVILION-REPLACE  FLOOR 

183,000 

0 

30 

300 

Cl 

99333 

GGP-URBAN  FORESTRY  CTR-SHELTER 

396,000 

0 

YEAR  3 TOTAL 

3,218,700 

0 

WWKWWKWW  YEAR  ^ 

90 

900 

Cl 

99253 

GGP-EQUESTRIAN  CTR-IMPROVEMENTS 

350,000 

0 

90 

900 

Cl 

99919 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

157,000 

0 

90 

900 

Cl 

99928 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

0 

90 

900 

Cl 

99923 

RANDALL  MUS-ENVIRO  CENTER 

399,700 

0 

90 

900 

Cl 

99920 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250,000 

0 

90 

900 

FM 

59939 

VAR  LOC-REHABILITATE  BUILDINGS 

100,000 

0 

90 

900 

FM 

59928 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

0 

90 

900 

FM 

59906 

VAR  LOC -MONUMENT/STATUE  REHAB 

250,000 

0 

90 

900 

FM 

59913 

VAR  LOC-REHAB  LIGHT  SYS 

126,000 

0 

90 

900 

FM 

59915 

MISC  FAC  MAINT  PROJ 

750,000 

0 

90 

900 

FM 

59929 

ZOO-MISC  FAC  MAINT  PROJ 

250,000 

0 

90 

900 

FM 

59920 

ZOO-FENCING 

30,000 

0 

90 

900 

FM 

59919 

VAR  PKS-PLYGNDS-FENCING 

60,000 

0 

90 

900 

FM 

59911 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

260,000 

0 

90 

900 

FM 

59909 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

0 

zz 


;BPREP  REPORT  ; 

784 

CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME 

: 

6:31PM 

CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  4 TOTAL 

3,133,900 

0 

WWMKWKWK  YEAR  5 

******** 

50 

500 

Cl 

99504 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

100,000 

0 

50 

500 

Cl 

99518 

VAR  LOC-IRRIGATION  SYSTEM 

100,000 

0 

50 

500 

Cl 

99513 

PAL  FINE  ARTS-LIGHTING 

706,200 

0 

50 

500 

Cl 

99509 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250,000 

0 

50 

500 

FM 

59511 

VAR  LOC-REHAB  LIGHT  SYS 

136,400 

0 

50 

500 

FM 

59513 

MISC  FAC  MAINT  PROJ 

750,000 

0 

50 

500 

FM 

59520 

ZOO-MISC  FAC  MAINT  PROJ 

250,000 

0 

50 

500 

FM 

59530 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

0 

50 

500 

FM 

59524 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

0 

50 

500 

FM 

59518 

GGP-CONSERVATORY-RETAINING  WALL 

69,000 

0 

50 

500 

FM 

59512 

VAR  PKS-PLYGNDS-FENCING 

60,000 

0 

50 

500 

FM 

59509 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

260,000 

0 

50 

500 

FM 

59508 

ZOO-FENCING 

35,000 

0 

50 

500 

FM 

59504 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

0 

50 

500 

Cl 

99508 

VAR  REC  BLDGS-FIRE  SPRINKLER  SYS 

157,000 

0 

YEAR  5 TOTAL 

3,024,800 

0 

NNNMWKWW  YEAR  6 

******** 

60 

600 

FM 

59609 

VAR  LOC-RESUR  COURTS/PLAY  AREAS 

260,000 

0 

60 

600 

Cl 

99613 

VAR  LOC  IRRIGATION  SYSTEM 

100,000 

0 

60 

600 

Cl 

99612 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250,000 

0 

60 

600 

FM 

59612 

VAR  PKS-PLYGNDS-FENCING 

60,000 

0 

60 

600 

FM 

59620 

ZOO-MISC  FAC  MAINT  PROJ 

250,000 

0 

60 

600 

FM 

59624 

PARK  PRESIDIO  BLVD-LANDSCAPE 

21,200 

0 

60 

600 

FM 

59613 

MISC  FAC  MAINT  PROJ 

750,000 

0 

60 

600 

FM 

59611 

VAR  LOC-REHAB  LIGHT  SYS 

145,000 

0 

60 

600 

FM 

59608 

ZOO-FENCING 

35,000 

0 

60 

600 

FM 

59630 

VAR  LOC-REHABILITATE  BLDGS 

100,000 

0 

60 

600 

FM 

59604 

ZOO-RESURFACE  WALKS/ROADS 

30,000 

0 

60 

600 

Cl 

99604 

VAR  LOC -RESTROOM  RECONSTRUCTION 

250,000 

0 

YEAR  6 TOTAL 

2,251,200 

0 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJECT 

********  YEAR  1 

******** 

12 

199 

Cl 

70201 

VAR  REC  BLDGS-FIRE  PROTECT  SYSTEM 

157,000 

0 

13 

199 

Cl 

70101 

VAR  LOC-RESTROOM  RECONSTRUCTION 

250,000 

0 

YEAR  1 TOTAL  407,000  0 


FUND  GP/FD:  02221  OPEN  SPACE  AND  PARK  RENOVATION 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR 

10 

100 

Cl 

66901 

SOUTH  OF  MARKET  PARK 

500,000 

500,000 

10 

100 

Cl 

67101 

TENDERLOIN  PLAYGROUND 

500,000 

500,000 

10 

100 

Cl 

67201 

WASHINGTON/HYDE  MINIPARK 

250,000 

250,000 

10 

100 

Cl 

67301 

CHINATOWN  PARK 

500,000 

500,000 

10 

100 

Cl 

67001 

INDIA  BASIN  SHORELINE  PARK 

300,000 

300,000 

10 

100 

FM 

21801 

VAR  LOC -RESURFACE  COURTS 

75,000 

75,000 

10 

100 

FM 

23101 

FACILITY  ACCESS  IMPROVE  PROGRAM 

100,000 

100 ,000 

10 

100 

Cl 

69501 

RICHMOND  COMMUNITY  CTR-DEVELOP 

750,000 

750,000 

10 

100 

Cl 

66801 

NORTH  BEACH  PLAYGROUND-REDESIGN 

300,000 

300,000 

10 

100 

FM 

21301 

VAR  FACILITIES-ROOF  REPAIR 

100,000 

100,000 

10 

100 

FM 

20901 

VAR  LOC-COMMUNITY  GARDENS 

50,000 

50,000 

10 

100 

FM 

29901 

VAR  LOC-AUTOMATIC  IRRIGATION 

300,000 

300,000 

10 

100 

FM 

23601 

EXCELSIOR  P/G-REHABILITATION 

150,000 

150,000 

10 

100 

FM 

23801 

VAR  REC  CTRS-INTERIOR  REMODELING 

935,000 

935,000 

10 

100 

FM 

29001 

COFFMAN  POOL-ENTRYWAY  REHAB 

150,000 

150,000 

10 

100 

FM 

29501 

OCEAN  VIEW  P/G-REC  CTR-REHAB 

10,000 

10,000 

10 

100 

FM 

23701 

BAYVIEW  P/G-RESTROOM  REHAB 

35,000 

35,000 

10 

100 

FM 

29201 

YOUNGBLOOD  COLEMAN  P/G-RECONSTRUC 

50,000 

50,000 

10 

100 

Cl 

67501 

ACQUIRE  NATURAL  AREAS 

827,000 

827,000 

10 

100 

Cl 

67601 

REGIONAL  TRAILS  DEVELOPMENT 

30,000 

30,000 

10 

100 

FM 

23901 

BROOKS  PARK-LANDSCAPING 

50,000 

50,000 

10 

100 

Cl 

65601 

RANDALL  JR  MUS-IMPROVEMENTS 

200,000 

200,000 

10 

100 

Cl 

67701 

NATURAL  AREAS  MANAGEMENT  PLAN 

50,000 

50,000 

10 

100 

FM 

29301 

WEST  PORTAL  P/G-RENOVATION 

100,000 

100,000 

10 

100 

FM 

29101 

JAPANESE  PEACE  PLAZA-REPAIR 

50,000 

50,000 

10 

100 

Cl 

65201 

COIT  TOWER-IMPROVEMENTS 

50,000 

50,000 

10 

100 

FM 

22001 

VAR  PARKS-RE FORESTATION  PROG 

173,000 

173,000 

YEAR  1 TOTAL  6»085>000  6>085>000 


FUND  GP/FD:  D2222  CANDLESTICK  PARK 


YEAR  1 

01 

101 

FM 

20001 

02 

102 

Cl 

61601 

03 

103 

Cl 

61901 

05 

105 

FM 

20101 

06 

106 

FM 

21901 

YEAR  1 

TOTAL 

YEAR  2 

20 

200 

FM 

59203 

20 

200 

Cl 

99201 

20 

200 

Cl 

99203 

20 

200 

FM 

59202 

20 

200 

FM 

59209 

MISC  FAC  MAINT  PROJ 
CANDLESTICK  PARK  IMPROVEMENT 
PERIMETER  AREA-SECURITY  FENCE 
PARKING  LOT  MAINTENANCE 
STADIUM  AREA-RESTRM  REHAB 


PARKING  LOT  MAINTENANCE 
STRUCTURAL  COMPONENTS  PROG 
CANDLESTICK  PARK  IMPROVEMENTS 
MISC  FAC  MAINT  PROJ 
STADIUM  AREAS-REHAB  RESTROOMS 


560 >000 

3.700.000 

200,000 

150.000 

100.000 

9.710.000 


150.000 
30,000 

3,000,000 

550.000 

100.000 


560.000 

3.700.000 

200.000 

150.000 

100.000 

9.710.000 


0 

0 

0 

0 

0 
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RUN  DATE:  18-SEP-1990  TIME:  6:52PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

Cl 

99202 

PERIMETER  AREA-INSTALL  FENCE 

200 f 000 

0 

YEAR  2 

TOTAL 

4,050,000 

0 

YEAR  5 

XXXXXXXN 

50 

500 

FM 

59502 

PARKING  LOT  MAINTENANCE 

150,000 

0 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

550,000 

0 

50 

500 

FM 

59505 

STADIUM  AREAS-REHAB  RESTROOMS 

50,000 

0 

50 

500 

Cl 

99505 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

0 

YEAR  5 

TOTAL 

950,000 

0 

YEAR  4 

WWWWKWKW 

^0 

400 

FM 

59402 

PARKING  LOT  MAINTENANCE 

150,000 

0 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJ 

550,000 

0 

40 

400 

Cl 

99402 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

0 

YEAR  4 

TOTAL 

900,000 

0 

YEAR  5 

50 

500 

FM 

59502 

PARKING  LOT  MAINTENANCE 

150,000 

0 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

550,000 

0 

50 

500 

Cl 

99501 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

0 

YEAR  5 

TOTAL 

900,000 

0 

YEAR  6 

xxxxxxxx 

60 

600 

FM 

59602 

PARKING  LOT  MAINTENANCE 

150,000 

0 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

550,000 

0 

60 

600 

Cl 

99601 

PERIMETER  AREA-INSTALL  FENCE 

200,000 

0 

YEAR  6 

TOTAL 

900,000 

0 

FUND  GP/FD:  0222<»  MARINA  YACHT  HARBOR 


XXXXXXXX 

YEAR  1 

XXXXXXXX 

01 

101 

FM 

20501 

MISC  FAC  MAINT  PROJ 

100,000 

100,000 

02 

102 

FM 

20801 

VAR  AREAS-DREDGING 

100,000 

100,000 

05 

105 

FM 

20101 

REPLACE  BERTHS/RAMPS/GATES 

100,000 

100,000 

YEAR  1 

TOTAL 

500,000 

500,000 

XXXXXXXX 

YEAR  2 

WW%#W%#W%J»W 

20 

200 

Cl 

99202 

YACHT  HARBOR-MASTER  PLAN  IMPLEMEN 

100,000 

0 

20 

200 

FM 

59204 

EAST  HARBOR  ENT-REPAIR  BREAKMATER 

408,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

FM 

59203 

REPLACE  BERTHS/RAMPS/GATES 

200,000 

0 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  2 

TOTAL 

808,000 

0 

YEAR  3 

30 

300 

Cl 

99302 

YACHT  HARBOR-MASTER  PLAN  IMPLEMF.N 

100,000 

0 

30 

300 

FM 

59302 

REPLACE  BERTHS/RAMPS/GATES 

200,000 

0 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  3 

TOTAL 

900,000 

0 

YEAR  9 

90 

900 

FM 

59902 

REPLACE  BERTHS/RAMPS/GATES 

200,000 

0 

90 

900 

FM 

59901 

MISC  FAC  MAINT  PROJ 

100,000 

0 

YEAR  9 

TOTAL 

300,000 

0 

YEAR  5 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJ 

100,000 

0 

50 

500 

FM 

59502 

REPLACE  BERTHS/RAMPS/GATES 

200,000 

0 

YEAR  5 

TOTAL 

300,000 

0 

WWWMWWW* 

YEAR  6 

wwwwwwww 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

100,000 

0 

60 

600 

FM 

59602 

REPLACE  BERTHS/RAMPS/GATES 

200,000 

0 

YEAR  6 

TOTAL 

300,000 

0 

FUND  GP/FD:  02229  SPECIAL 

REC.a 

PARK  REVENUE 

FUND 

YEAR  1 

01 

101 

FM 

20201 

MATHER-MISC  FAC  MAINT  PROJ 

125,000 

125,000 

02 

102 

FM 

21201 

GOLF-MISC  FAC  MAINT  PROJ 

100,000 

100,000 

03 

103 

FM 

21301 

VAR  FAC-MISC  FAC  MAINT 

100,000 

100,000 

09 

109 

FM 

22301 

200-PRIMATE  AREAS-REPAIRS 

160,000 

160,000 

YEAR  1 

TOTAL 

985,000 

985,000 

it¥i^¥k**** 

YEAR  2 

20 

200 

FM 

59210 

VAR  FAC-MISC  FAC  MAINT 

50,000 

0 

20 

200 

FM 

59211 

UNION  SQUARE -RENOVATION  PROGRAM 

2,000,000 

0 

20 

200 

Cl 

99201 

VAR  GOLF  COURSES-STORAGE  FAC 

136,700 

0 

20 

200 

Cl 

99203 

CAMP  MATHER  TEEN  CTR-CONSTRUCT 

90,000 

0 

:BPREP  REPORT  :7B<t  CITY  S COUNTY  OF  SAN  FRANCISCO 
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FISCAL  YEAR  1990-91 


DEPT 

Cl  AC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

FM 

59209 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

0 

20 

200 

FM 

59208 

MATHER-MISC  FAC  MAINT 

100,000 

0 

20 

200 

FM 

59203 

MATHER-HOUSING  REHABILITATION 

100,000 

0 

20 

200 

FM 

59201 

VAR  GOLF  FAC-FENCING/RESURFACING 

80,000 

0 

20 

200 

FM 

59213 

MATHER-UNDERGROUND  STORAGE  TANK 

65,000 

0 

20 

200 

FM 

59204 

VAR  GOLF  COURSES-REPLACE  GREENS 

50,000 

0 

20 

200 

FM 

59212 

VAR  GOLF  FAC-UNDERGRND  STOR  TANK 

195,000 

0 

YEAR  2 

TOTAL 

2,916,700 

0 

******** 

YEAR  3 

******** 

30 

300 

FM 

59306 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

0 

30 

300 

FM 

59307 

VAR  FAC-MISC  FAC  MAINT 

50,000 

0 

30 

300 

Cl 

99301 

VAR  GOLF  COURSES-STORAGE  FAC 

116,800 

0 

30 

300 

FM 

59304 

MATHER-MISC  FAC  MAINT 

100,000 

0 

30 

300 

FM 

59303 

MATHER-HOUSING  REHABILITATION 

100,000 

0 

30 

300 

FM 

59301 

VAR  GOLF  FAC-FENCING/RESURFACING 

80,000 

0 

30 

300 

FM 

59308 

VAR  GOLF  COURSES-REPLACE  GREENS 

50,000 

0 

30 

300 

Cl 

99302 

MATHER-DINING  HALL-IMPROVEMENTS 

71,900 

0 

YEAR  3 

TOTAL 

668,700 

0 

******** 

YEAR  4 

******** 

40 

400 

FM 

59404 

VAR  FAC-MISC  FAC  MAINT 

50,000 

0 

40 

400 

Cl 

99401 

VAR  GOLF  COURSES-STORAGE  FAC 

156,200 

0 

40 

400 

FM 

59403 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

0 

40 

400 

FM 

59402 

MATHER-MISC  FAC  MAINT 

100,000 

0 

40 

400 

FM 

59406 

MATHER-HOUSING  REHABILITATION 

100,000 

0 

40 

400 

FM 

59401 

VAR  GOLF  FAC-FENCING/RESURFACING 

80,000 

0 

40 

400 

FM 

59407 

VAR  GOLF  COURSES-REPLACE  GREENS 

50,000 

0 

YEAR  4 

TOTAL 

636,200 

0 

******** 

YEAR  5 

******** 

50 

500 

FM 

59503 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

0 

50 

500 

FM 

59504 

VAR  FAC-MISC  FAC  MAINT 

50,000 

0 

50 

500 

FM 

59502 

MATHER-MISC  FAC  MAINT 

100,000 

0 

50 

500 

FM 

59501 

VAR  GOLF  FAC-FENCING/RESURFACING 

80,000 

0 

YEAR  5 

TOTAL 

330,000 

0 

******** 

YEAR  6 

******** 

60 

600 

FM 

59603 

GOLF  COURSES-MISC  FAC  MAINT 

100,000 

0 

60 

600 

FM 

59604 

VAR  FAC-MISC  FAC  MAINT 

50,000 

0 

60 

600 

FM 

59602 

MATHER-MISC  FAC  MAINT 

100,000 

0 

60 

600 

FM 

59601 

VAR  GOLF  FAC-FENCING/RESURFACING 

80,000 

0 

38 
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BOARD 

APPROVED 

YEAR  6 TOTAL 

330,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  45  SOCIAL  SERVICES 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

01 

102 

FM 

35801 

150 

OTIS-PARAPET  REPAIR 

50  > 000 

0 

02 

103 

FM 

26801 

150 

OTIS-BASEMENT  AREA-HATERPROOF 

20 >080 

0 

YEAR  1 TOTAL 

70,080 

0 

YEAR  2 

20 

200 

Cl 

99445 

150 

OTIS-WATER  SUPPLY  SYSTEM 

197,200 

0 

20 

200 

FM 

59258 

150 

OTIS-REPLACE  FLOORING 

324,000 

0 

20 

200 

Cl 

99375 

150 

0TIS-8TH  FLOOR-LIGHT  FIXTURES 

48,500 

0 

20 

200 

Cl 

99241 

150 

OTIS-9TH  FLR-IMPROVEMENTS 

256,000 

0 

20 

200 

FM 

59230 

150 

0TIS-4TH  FLR-PIGEON  GUARDS 

10,080 

0 

YEAR  2 TOTAL 

835,780 

0 

:BPREP  REPORT  :784  CITY  S COUNTY  OF  SAN  FRANCISCO 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  96  NAR  MEMORIAL 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  02303  MAR  MEMORIAL  SPECIAL  FUND 


YEAR  1 


01 

101 

Cl 

63901 

OH  ADD-AIR  CONDITIONING 

28,200 

28,200 

02 

102 

FM 

20301 

OH-ELECT  DISCONNECT  SWITCH 

315,000 

315,000 

03 

103 

FM 

23101 

OH-SO  FREIGHT  EL-MODIFY  DOORS 

35,000 

35,000 

09 

109 

FM 

29601 

OH-VAR  AREAS-REPLACE  DRAPERY 

210,000 

210,000 

05 

105 

FM 

22901 

OH-VAR  AREAS-REUPHOLSTER  SEATS 

669,700 

669,700 

06 

106 

FM 

29901 

DAVIES  HALL-LOBBY/STAIR  CARPET 

910,000 

89,000 

07 

107 

Cl 

63501 

HERBST-DIMMER  SYSTEM 

96,900 

96,900 

08 

108 

FM 

29501 

OH-CHORUS  DRESS  RM-SHOWER  STALLS 

80,500 

80,500 

09 

109 

Cl 

60101 

DAVIES/OPERA-FRONT  HSE  POWER 

125,530 

0 

10 

110 

FM 

29001 

VETS  BLDG-BOILERS-REPAIR 

23,100 

0 

11 

111 

FM 

29201 

HERBST-LOW  LOUNGE -SEWER  FLR  DRAIN 

26,296 

0 

12 

112 

FM 

23901 

OH-CARRIAGE  ENT  CANOPY-MODIFY 

23,320 

0 

13 

113 

Cl 

69501 

HERBST-SOUND  BOOTH 

12,000 

0 

19 

119 

FM 

52301 

MISC  FAC  MAINT  PROJ 

393,000 

0 

15 

115 

FM 

29801 

OH-ORCHESTRA  PIT-VENT  SYSTEM 

123,000 

0 

YEAR  1 TOTAL 

3,070,996 

1,518,800 

YEAR  2 

20 

200 

FM 

59208 

OPERA  HSE/VETS  BLDG-PIPE  INSULATE 

526,800 

0 

20 

200 

FM 

59207 

MISC  FAC  MAINT  PROJ 

900,000 

0 

20 

200 

Cl 

99211 

OH/VETS  BLDGS-FIRE  ALARM  SYSTEM 

118,000 

0 

20 

200 

FM 

59210 

OH-REPLACE  FANS/MOTORS 

99,000 

0 

YEAR  2 TOTAL 

1,093,800 

0 

YEAR  3 

30 

300 

FM 

59308 

MISC  FAC  MAINT  PROJ 

900,000 

0 

30 

300 

Cl 

99207 

OPERA  HSE-HANDICAPPED  ACCESS 

50,900 

0 

30 

300 

Cl 

99206 

MEMORIAL  CT-HANDICAPPED  ACCESS 

195,000 

0 

30 

300 

FM 

59211 

OH-STAIRWAYS-EXTEND  HANDRAILS 

100,000 

0 

30 

300 

Cl 

99305 

VETS  BLDG-MODI FY  WASTE  LINES 

71,000 

0 

30 

300 

FM 

59310 

OH-LOWER  LOUNGES-DISABLED  ACCESS 

36,000 

0 

YEAR  3 TOTAL 

852,900 

0 

YEAR  9 

90 

900 

Cl 

99301 

OPERA  HSE-HANDICAPPED  ACCESS 

122,800 

0 

90 

900 

FM 

59901 

MISC  FAC  MAINT  PROJ 

900,000 

0 

YEAR  9 TOTAL 


522,800 


0 


91 
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DEPT 

PRIO 

CIAC 

PRIO 

CIP 

PROJECT/WORKPHASE 
NO.  TITLE 

********  YEAR  5 

******** 

50 

500 

FM 

59501 

MISC  FAC 

MAINT 

PROJ 

YEAR  5 TOTAL 

********  YEAR  6 

******** 

60 

600 

FM 

59601 

MISC  FAC 

MAINT 

PROJ 

YEAR  6 TOTAL 


DEPARTMENT 

REQUEST 

<t00>000 

400,000 

400,000 

400,000 


BOARD 

APPROVED 


0 

0 


0 

0 
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DEPT  CIAC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  WATER  DEPARTMENT 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  320D1  WATER  DEPT  OPERATING  FUND 
YEAR  1 ******** 


03 

103 

Cl 

60601 

CONSTRUCT  FEEDER  MAINS 

810>000 

810,000 

09 

109 

Cl 

60201 

NEW  SVCES  & METERS 

2,200>000 

2,200,000 

05 

105 

Cl 

60101 

NEW  WATER  MAINS 

195,000 

195,000 

06 

106 

Cl 

60301 

INSTALL  GATE  VALVES 

180,000 

180,000 

07 

107 

Cl 

60801 

INSTALL  DRAIN  AND  AIR  VALVES 

90,000 

90,000 

08 

108 

Cl 

60901 

CONSTRUCT/RESTORE  FENCES 

25,000 

25,000 

09 

109 

Cl 

66101 

RELOCATE/REALIGN  WATER  MAINS 

160,000 

160,000 

10 

110 

Cl 

66201 

RELOCATE/REALIGN  SERVICES 

190,000 

190,000 

11 

111 

FM 

27901 

BUILDING  MAINTENANCE  & REPAIR 

380,000 

380,000 

12 

112 

FM 

28001 

MAINTAIN  ELECTRICAL  EQUIPMENT 

30,000 

30,000 

13 

113 

Cl 

66601 

GRADE -RESURFACE  ROADS 

95,000 

95,000 

19 

119 

Cl 

60501 

DEFINE  R/W  S PR  LNS 

905,000 

905,000 

15 

115 

Cl 

60701 

WATERSHED  LAND-EROSION  CONTROL 

115,000 

115,000 

16 

116 

Cl 

69101 

REPLACE  CUSTOMER  METER 

130,000 

130,000 

18 

118 

Cl 

76601 

CITY  DIS  DIV-MACH  SHOP  UPGRADE 

379,000 

379,000 

19 

119 

Cl 

60901 

P/L  CATHODIC  PROTECTION 

200,000 

200,000 

20 

120 

Cl 

78801 

NOE  VALLEY  DIST-SUNSET  MAIN 

3,900,000 

3,900,000 

21 

121 

Cl 

78901 

PULGAS  VALVE  LOT  UPGRADE 

150,000 

150,000 

22 

122 

FM 

29901 

FACILITY  INSPECTION/MAINTENANCE 

75,000 

75,000 

23 

123 

Cl 

79001 

INSTALL  SCADA  SYSTEM 

300 , 000 

300,000 

29 

129 

Cl 

79101 

SUP  DIV  VAULTS-WORK  PLATFORMS 

50,000 

50,000 

25 

125 

FM 

30001 

BUI LDINGS/GROUNDS-PRE VENT  MAINT 

150,000 

150,000 

26 

126 

FM 

29801 

DIESEL  ENG  MJR  8 REPAIR 

300,000 

300,000 

27 

127 

Cl 

79201 

ADIT  STRUCTURES-VENTILATION  SYS 

75,000 

75,000 

28 

128 

Cl 

79301 

ALAMEDA  CK  DIV  DAM-SLUICE  GATES 

250,000 

250,000 

29 

129 

Cl 

79901 

HYDRO  STAS-PORT  GEN  PLUG-IN 

120,000 

120,000 

30 

130 

Cl 

79501 

SCVWD -EMERGENCY  INTERTIE 

2,230,000 

2,230,000 

31 

131 

Cl 

79601 

CDD  YARD-REPLACE  U/G  TANKS 

300,000 

300,000 

32 

132 

Cl 

78501 

BDPL  tl  8 2 EXPANSION  JOINT  REHAB 

35,000 

35,000 

33 

133 

Cl 

79701 

CDD  ADMIN  BLDG-SECOND  FLOOR 

10,000 

10,000 

39 

139 

Cl 

79801 

SUNOL  AUTO  SHOP-REPLACE  WAREHOUSE 

239,000 

239,000 

35 

135 

Cl 

79901 

VAR  PUMP  STA-EQUIPMENT  HOIST 

50,000 

50,000 

36 

136 

Cl 

80001 

GROUNDWATER  DEVELOPMENT 

500,000 

500,000 

37 

137 

Cl 

80101 

RESERVOIRS-STAIRWAYS/BOAT  RAMPS 

50,000 

50 ,000 

38 

138 

Cl 

80201 

KEEPERS  COTTAGE -UPGRADE  WATER  SUP 

50,000 

50,000 

39 

139 

Cl 

80301 

SUNOL  AREA-NEW  WATER  MAINS 

50,000 

50,000 

90 

190 

Cl 

80901 

CASTLEWOOD  WATER  SUP  SYS-REHAB 

0 

100,000 

YEAR  1 

TOTAL 

13,863,000 

13,963,000 

YEAR  2 

******** 

20 

200 

Cl 

99296 

RECONSTRUCT  DRAIN/AIR  VALVES 

95,000 

0 

20 

200 

Cl 

99251 

BDPL  1/2-SEISMIC  PROTECTION 

1,566,000 

0 

20 

200 

Cl 

99393 

TESLA  PORTAL-CHLORINE  INJECT  PUMP 

18,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 
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PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

Cl 

99347 

TESLA  PORTAL-BYPASS  STRAINERS 

13 >000 

0 

20 

200 

Cl 

99254 

MILLBRAE  OFF  BLDG-MODIFICATIONS 

1 >084 >000 

0 

20 

200 

Cl 

99206 

HATER  FEEDER  MAINS 

1>000>000 

0 

20 

200 

Cl 

99264 

CITY  DIST  DIV-MACH  SHOP  UPGRADE 

250 >000 

0 

20 

200 

Cl 

99263 

HATERSHED  LAND-EROSION  CONTROL 

120>000 

0 

20 

200 

Cl 

99209 

CONSTRUCT  FENCES 

50>000 

0 

20 

200 

Cl 

99219 

REPLACE  WATER  MAINS 

9>400>000 

0 

20 

200 

Cl 

99220 

RENEW  WATER  SERVICES 

2>800>000 

0 

20 

200 

Cl 

99221 

RELOCATE/REALIGN  WATER  MAINS 

200>000 

0 

20 

200 

Cl 

99222 

RELOCATE/REALIGN  WATER  SERVICES 

200>000 

0 

20 

200 

Cl 

99312 

SUNOL  AUTO  SHOP-REPLACEMENT 

956 >000 

0 

20 

200 

Cl 

99223 

VAR  ROADS-GRADE  AND  RESURFACE 

45 >000 

0 

20 

200 

Cl 

99228 

CRY  SPR  P/L  NO  1-REPLACE  SECTION 

3>500>0Q0 

0 

20 

200 

Cl 

99244 

MILLBRAE  WAREHSE/SHOP-REPLACE 

2>132>000 

0 

20 

200 

Cl 

99225 

CUSTOMER  METER  REPLACEMENT 

135>000 

0 

20 

200 

Cl 

99442 

ROCK  RIVER  PT-PIPING/SECOND  TANK 

228>000 

0 

20 

200 

Cl 

99444 

ROCK  RIVER  PLANT-LIME  STORAGE 

53 >000 

0 

20 

200 

Cl 

99205 

DEFINE  R/W  AND  PROP  LINES 

430>000 

0 

20 

200 

Cl 

99331 

SUNOL  GUEST  HSE-REPAIR  FOUNDATION 

36>000 

0 

20 

200 

Cl 

99332 

SUNOL  YARD-GRADE/PAVE 

30 >000 

0 

20 

200 

Cl 

99339 

ROCK  RIVER  PLT-GRIT  HANDLING 

79>000 

0 

20 

200 

FM 

59210 

ELECTRICAL  MAINTENANCE 

30>000 

0 

20 

200 

FM 

59419 

425  MASON-EXTERIOR  CLEAN/PAINT 

200 >700 

0 

20 

200 

Cl 

99201 

WATER  MAIN  EXTENSIONS 

230 >000 

0 

20 

200 

Cl 

99202 

NEW  SERVICES  METERS 

3>020>000 

0 

20 

200 

Cl 

99203 

INSTALL  GATE  VALVES 

195>000 

0 

20 

200 

FM 

59208 

VAR  LOC-BLDG  REPAIR 

385 >000 

0 

20 

200 

FM 

59201 

DIESEL  ENGINES-MAINT/REPAIR 

300>000 

0 

20 

200 

Cl 

99208 

VAR  COTTAGES-WATER  SUPPLY  SYS 

75>000 

0 

20 

200 

Cl 

99212 

SCVWD-EMERGENCY  INTERTIE 

3>020>000 

0 

20 

200 

Cl 

99213 

VAR  PUMP  STAS-HOISTING  EQUIP 

50 >000 

0 

20 

200 

Cl 

99211 

VAR  SUP  DIV  VAULTS-WORK  PLATFORMS 

50>000 

0 

20 

200 

Cl 

99214 

VAR  LOC -GROUNDWATER  DEVELOPMENT 

250 >000 

0 

20 

200 

FM 

59202 

VAR  FAC -INSPECTION/MAINTENANCE 

55 >000 

0 

20 

200 

Cl 

99210 

SCADA  SYSTEM-INSTALL 

2>000>000 

G 

20 

200 

Cl 

99216 

SUNOL  AREA-WATER  MAINS 

150  >000 

0 

20 

200 

Cl 

99215 

VAR  RES-STAIRWAYS/BOAT  RAMPS 

150 >000 

0 

20 

200 

FM 

59203 

BLDGS/GROUNDS-PREVENT  MAINTENANCE 

500 >000 

G 

20 

200 

Cl 

99204 

PIPELINES-CATHODIC  PROTECTION 

210>000 

G 

YEAR  2 TOTAL 

35 >290 >700 

G 

year  3 

30 

300 

FM 

59311 

ELECTRICAL  MAINTENANCE 

30>000 

G 

30 

300 

Cl 

99252 

SUTRO  RES-MODIFY  PIPING 

400>000 

G 

30 

300 

Cl 

99526 

RAVENSWOOD  VAL  HSE -CAISSON  REPAIR 

875 >000 

G 

30 

300 

Cl 

99301 

WATER  MAIN  EXTENSIONS 

240 >000 

G 

30 

300 

Cl 

99302 

NEW  SERVICES  METERS 

3>220>000 

G 

30 

300 

Cl 

99303 

INSTALL  GATE  VALVES 

210>000 

G 

30 

300 

Cl 

99305 

DEFINE  R/W  AND  PROP  LINES 

455 >000 

G 

44 
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30 

300 

Cl 

99306 

WATER  FEEDER  MAINS 

1,050,000 

0 

30 

300 

Cl 

99317 

REPLACE  WATER  MAINS 

9,800,000 

0 

30 

300 

Cl 

99318 

RENEW  WATER  SERVICES 

2,900,000 

0 

30 

300 

Cl 

99937 

SUNOL  GUEST  HSE -REPAIR  FOUNDATION 

53,000 

0 

30 

300 

Cl 

99938 

SUNOL  YARD-GRADE/PAVE 

75,000 

0 

30 

300 

Cl 

99993 

ROCK  RIVER  PLANT-DUST  COLLECT  SYS 

70,000 

0 

30 

300 

Cl 

99321 

BDPL  1/2-SEISMIC  BRACING 

1,565,000 

0 

30 

300 

Cl 

99322 

RELOCATE/REALIGN  WATER  MAINS 

210,000 

0 

30 

300 

Cl 

99323 

RELOCATE/REALIGN  WATER  SERVICES 

210,000 

0 

30 

300 

Cl 

99329 

VAR  ROADS-GRADE  AND  RESURFACE 

50,000 

0 

30 

300 

Cl 

99326 

CUSTOMER  METER  REPLACEMENT 

190,000 

0 

30 

300 

Cl 

99390 

CRY  SPR  P/L  NO  1-REPLACE  SECTIONS 

3,000,000 

0 

30 

300 

Cl 

99391 

SAN  ANT  RES-RAISE  SPILLWAY  WEIR 

100,000 

0 

30 

300 

Cl 

99351 

WATERSHED  LAND-EROSION  CONTROL 

125,000 

0 

30 

300 

Cl 

99392 

TESLA  PORTAL-SODIUM  HYPERCHLORIDE 

355,000 

0 

30 

300 

Cl 

99329 

RECONSTRUCT  DRAIN/AIR  VALVES 

100,000 

0 

30 

300 

Cl 

99309 

CONSTRUCT  FENCES 

50,000 

0 

30 

300 

Cl 

99256 

IRVINGTON  COT-REPAIR  FOUNDATION 

130,000 

0 

30 

300 

FM 

59309 

VAR  LOC-BLDG  REPAIR 

390,000 

0 

30 

300 

FM 

59312 

DIESEL  ENGINES-MAINT/REPAIR 

300,000 

0 

30 

300 

Cl 

99311 

SCADA  SYSTEM-INSTALL 

3,000,000 

0 

30 

300 

Cl 

99310 

PULGAS  VALVE  LOT-UPGRADE 

150,000 

0 

30 

300 

Cl 

99313 

VAR  SUP  DIV  VAULTS-WORK  PLATFORMS 

50,000 

0 

30 

300 

FM 

59302 

BLDGS/GROUNDS-PREVENT  MAINTENANCE 

750,000 

0 

30 

300 

Cl 

99319 

VAR  PUMP  STAS-HOISTING  EQUIP 

50,000 

0 

30 

300 

FM 

59301 

VAR  FAC-INSPECTION/MAINTENANCE 

60,000 

0 

30 

300 

Cl 

99316 

VAR  LOC -GROUNDWATER  DEVELOPMENT 

250,000 

0 

30 

300 

Cl 

99308 

PIPELINES-CATHODIC  PROTECTION 

220,000 

0 

YEAR  3 TOTAL 


30>633>000 


YEAR  4 ******(** 


90 

900 

Cl 

99906 

90 

900 

Cl 

99913 

90 

900 

Cl 

99919 

90 

900 

Cl 

99915 

90 

900 

Cl 

99916 

90 

900 

Cl 

99918 

90 

900 

Cl 

99925 

90 

900 

Cl 

99926 

90 

900 

Cl 

99939 

90 

900 

Cl 

99995 

90 

900 

Cl 

99912 

90 

900 

Cl 

99627 

90 

900 

Cl 

99628 

90 

900 

Cl 

99630 

90 

900 

Cl 

99629 

90 

900 

FM 

59908 

90 

900 

Cl 

99509 

90 

900 

Cl 

99901 

WATER  FEEDER  MAINS 
RENEW  WATER  SERVICES 
CONSTRUCT  FENCES 
RELOCATE/REALIGN  WATER  SERVICES 
VAR  ROADS-GRADE  AND  RESURFACE 
CUSTOMER  METER  REPLACEMENT 
RELOCATE/REALIGN  WATER  MAINS 
RECONSTRUCT  DRAIN/AIR  VALVES 
SAN  ANT  RES-RAISE  SPILLWAY  WEIR 
WATERSHED  LAND-EROSION  CONTROL 
REPLACE  WATER  MAINS 
VAR  RES-FIRE  EQUIPMENT  ACCESS 
VAR  RES  AREAS-FIRE  PROT  REQUIRE 
CANADA  ROAD-FIRE  PROTECTION 
BADEN/MERCED  P/L-ARATA  GUL-RELOC 
VAR  LOC-BLDG  REPAIR 
PIPELINES-CATHODIC  PROTECTION 
WATER  MAIN  EXTENSIONS 


1,110,000 

3,000,000 

50.000 
220,000 

55.000 

155.000 

220.000 

105.000 
3,900,000 

130.000 
10,200,000 

23.000 

59.000 

672.000 

263.000 

395.000 

290.000 

250.000 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
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PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

40 

400 

Cl 

99402 

NEH  SERVICES  METERS 

3,420,000 

0 

40 

400 

Cl 

99403 

INSTALL  GATE  VALVES 

225,000 

0 

40 

400 

Cl 

99404 

PIPELINES-CATHODIC  PROTECTION 

230,000 

0 

40 

400 

Cl 

99405 

DEFINE  R/H  AND  PROP  LINES 

480,000 

0 

40 

400 

FM 

59410 

ELECTRICAL  MAINTENANCE 

30,000 

0 

40 

400 

FM 

59421 

DIESEL  ENGINES-MAINT/REPAIR 

300,000 

0 

40 

400 

FM 

59322 

LAKE  MERCED  PUMP  STA-PAINTING 

42,000 

0 

40 

400 

FM 

59321 

MCLAREN  PARK  TANK-PAINT  EXTERIOR 

135,000 

0 

40 

400 

Cl 

99410 

VAR  SUP  DIV  VAULTS-WORK  PLATFORMS 

50,000 

0 

40 

400 

FM 

59402 

BLDGS/GROUNDS-PREVENT  MAINTENANCE 

790,000 

0 

40 

400 

Cl 

99409 

SCADA  SYSTEM-INSTALL 

2,000,000 

0 

40 

400 

FM 

59401 

VAR  FAC-INSPECTION/MAINTENANCE 

65,000 

0 

40 

400 

Cl 

99419 

VAR  LOC -GROUNDWATER  DEVELOPMENT 

250,000 

0 

40 

400 

Cl 

99411 

VAR  PUMP  STAS-HOISTING  EQUIP 

50,000 

0 

40 

400 

Cl 

99408 

PULGAS  VALVE  LOT-UPGRADE 

150,000 

0 

YEAR  4 

TOTAL 

28,764,000 

0 

YEAR  5 

50 

500 

Cl 

99525 

CLARENDON/LAGUNA  HONDA-PUMP  STA 

1,650,000 

0 

50 

500 

Cl 

99529 

WATERSHED  LAND-EROSION  CONTROL 

135,000 

0 

50 

500 

Cl 

99502 

NEW  SERVICES  METERS 

3,620,000 

0 

50 

500 

Cl 

99503 

INSTALL  GATE  VALVES 

240,000 

0 

50 

500 

Cl 

99505 

DEFINE  R/W  AND  PROP  LINES 

505,000 

0 

50 

500 

Cl 

99506 

WATER  FEEDER  MAINS 

1,148,000 

0 

50 

500 

Cl 

99514 

REPLACE  WATER  MAINS 

10,200,000 

0 

50 

500 

Cl 

99515 

RENEW  WATER  SERVICES 

3,200,000 

0 

50 

500 

Cl 

99516 

CONSTRUCT  FENCES 

50,000 

0 

50 

500 

Cl 

99517 

RELOCATE/REALIGN  WATER  SERVICES 

230,000 

0 

50 

500 

Cl 

99518 

VAR  ROADS-GRADE  AND  RESURFACE 

60,000 

0 

50 

500 

Cl 

99520 

CUSTOMER  METER  REPLACEMENT 

165,000 

0 

50 

500 

Cl 

99521 

RELOCATE/REALIGN  WATER  MAINS 

230,000 

0 

50 

500 

Cl 

99522 

RECONSTRUCT  DRAIN/AIR  VALVES 

110,000 

0 

50 

500 

Cl 

99501 

WATER  MAIN  EXTENSIONS 

260,000 

0 

50 

500 

Cl 

99432 

CENTRAL  PUMP  STA-INSTALL  PUMPS 

1,200,000 

0 

50 

500 

FM 

59511 

ELECTRICAL  MAINTENANCE 

35,000 

0 

50 

500 

FM 

59509 

VAR  LOC-BLDG  REPAIR 

400,000 

0 

50 

500 

FM 

59512 

DIESEL  ENGINES-MAINT/REPAIR 

300,000 

0 

50 

500 

Cl 

99509 

VAR  SUP  DIV  VAULTS-WORK  PLATFORMS 

50,000 

0 

50 

500 

Cl 

99508 

SCADA  SYSTEM-INSTALL 

1,000,000 

0 

50 

500 

FM 

59502 

BLDGS/GROUNDS-PREVENT  MAINTENANCE 

830,000 

0 

50 

500 

Cl 

99511 

VAR  LOC-GROUNDWATER  DEVELOPMENT 

250,000 

0 

50 

500 

Cl 

99510 

VAR  PUMP  STAS-HOISTING  EQUIP 

50,000 

0 

50 

500 

FM 

59501 

VAR  FAC-INSPECTION/MAINTENANCE 

70,000 

0 

YEAR  5 

TOTAL 

25,988,000 

0 

YEAR  6 

60 

600 

Cl 

99613 

RELOCATE/REALIGN  WATER  MAINS 

240,000 

0 

46 
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60 

600 

Cl 

99614 

RELOCATE/REALIGN  WATER  SERVICES 

240,000 

0 

60 

600 

Cl 

99617 

CUSTOMER  METER  REPLACEMENT 

175,000 

0 

60 

600 

Cl 

99622 

REPLACE  WATER  MAINS 

12,000,000 

0 

60 

600 

Cl 

99623 

RENEW  WATER  SERVICES 

3,300,000 

0 

60 

600 

Cl 

99624 

CONSTRUCT  FENCES 

55,000 

0 

60 

600 

Cl 

99631 

WATERSHED  LAND-EROSION  CONTROL 

140,000 

0 

60 

600 

Cl 

99625 

RECONSTRUCT  DRAIN/AIR  VALVES 

115,000 

0 

60 

600 

Cl 

99615 

VAR  ROADS-GRADE  AND  RESURFACE 

65,000 

0 

60 

600 

FM 

59610 

ELECTRICAL  MAINTENANCE 

35,000 

0 

60 

600 

Cl 

99601 

WATER  MAIN  EXTENSIONS 

270,000 

0 

60 

600 

Cl 

99602 

NEW  SERVICES  METERS 

3,820,000 

0 

60 

600 

Cl 

99603 

INSTALL  GATE  VALVES 

255,000 

0 

60 

600 

Cl 

99605 

DEFINE  R/W  AND  PROP  LINES 

530,000 

0 

60 

600 

Cl 

99606 

WATER  FEEDER  MAINS 

1,186,000 

0 

60 

600 

FM 

59608 

VAR  LOC-BLDG  REPAIR 

405,000 

0 

60 

600 

FM 

59601 

DIESEL  ENGINES-MAINT/REPAIR 

300,000 

0 

60 

600 

FM 

59602 

VAR  FAC-INSPECTION/MAINTENANCE 

75,000 

0 

60 

600 

FM 

59603 

BLDGS/GROUNDS-PREVENT  MAINTENANCE 

870,000 

0 

60 

600 

Cl 

99611 

VAR  PUMP  STAS-HOISTING  EQUIP 

50,000 

0 

60 

600 

Cl 

99612 

VAR  LOC -GROUNDWATER  DEVELOPMENT 

250,000 

0 

60 

600 

Cl 

99609 

SCADA  SYSTEM-INSTALL 

1,000,000 

0 

60 

600 

Cl 

99610 

VAR  SUP  DIV  VAULTS-WORK  PLATFORMS 

50 ,000 

0 

60 

600 

Cl 

99608 

PIPELINES-CATHODIC  PROTECTION 

250,000 

0 

25,676,000 


YEAR  6 TOTAL 


0 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  60  ACADEMY  OF  SCIENCES 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

101 

FM 

20901 

MISC  FAC  MAINT  PROJ 

137,500 

124,300 

02 

103 

FM 

24101 

AQUARIUM-FISH  ROUNDABOUT-RENOVATE 

446,000 

0 

03 

199 

Cl 

66601 

VAR  BUILDINGS-REPLACE  ROOFS 

390,000 

0 

04 

199 

Cl 

61501 

FIRE  PROTECTION  SYSTEM 

55,000 

0 

YEAR  1 

TOTAL 

1,028,500 

124,300 

WWilWWKMW 

YEAR  2 

20 

200 

Cl 

99239 

VAR  BLDGS-RECONSTRUCT  ROOFS 

361,000 

0 

20 

200 

FM 

59248 

AQUARIUM-CEILING  REPAIRS 

189,000 

0 

20 

200 

FM 

59345 

MCBEAN-PETER  GAL-EXT  HATERPROOF 

17,000 

0 

20 

200 

FM 

59364 

VAR  BLDGS-FACADE  RESTORATION 

187,000 

0 

20 

200 

FM 

59210 

MISC  FAC  MAINT  PROJ 

140,000 

0 

YEAR  2 

TOTAL 

894,000 

0 

YEAR  3 

30 

300 

Cl 

99446 

VAR  BLDGS-RECONSTRUCT  ROOFS 

342,000 

0 

30 

300 

FM 

59305 

MISC  FAC  MAINT  PROJ 

140,000 

0 

YEAR  3 

TOTAL 

482,000 

0 

WWNWWWWM 

YEAR  4 

40 

400 

FM 

59403 

MISC  FAC  MAINT  PROJ 

140,000 

0 

YEAR  4 

TOTAL 

140,000 

0 

YEAR  5 

SO 

500 

FM 

59503 

MISC  FAC  MAINT  PROJ 

140,000 

0 

YEAR  5 

TOTAL 

140,000 

0 

YEAR  6 

60 

600 

FM 

59603 

MISC  FAC  MAINT  PROJ 

140,000 

0 

YEAR  6 

TOTAL 

140,000 

0 

FUND  GP/FD:  D10D5  GENERAL  FUND-PROJECT 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


YEAR  1 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

05 

199 

FM 

22301 

NO  AMERICAN  HALL-EXTERIOR  RESTOR 

YEAR  1 TOTAL 


PAGE : 99 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


70,000  0 

70,000  0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

05 

199 

FM 

22301 

NO  AMERICAN  HALL-EXTERIOR  RESTOR 

YEAR  1 TOTAL 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 


70,000  0 

70,000  0 
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DEPT  Cl AC  PROJECT/HORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  61  FINE  ARTS  MUSEUMS 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

101 

FM 

21401 

MISC  FAC  MAINT  PROJ 

190,000 

135,600 

02 

104 

FM 

30101 

DE  YOUNG-SECURITY  CONTROL  SYSTEM 

157,000 

0 

YEAR  1 

TOTAL 

347,000 

135,600 

YEAR  2 

******** 

20 

200 

Cl 

99388 

DE  YOUNG-OFFICES-VENT  SYSTEM 

73,000 

0 

20 

200 

Cl 

99407 

DE  YOUNG-SMOKE/FIRE  ALARM  SYS 

320,500 

0 

20 

200 

FM 

59323 

LOH-VAR  OFFICES-MODIFY  VENT  SYS 

39,000 

0 

20 

200 

FM 

59225 

LOH-RENOVATE  FOUNTAIN 

33,000 

0 

20 

200 

FM 

59218 

MISC  FAC  MAINT  PROJ 

150,000 

0 

YEAR  2 

TOTAL 

615,500 

0 

******** 

YEAR  3 

******** 

30 

300 

Cl 

99399 

DE  YOUNG-ROOF/SKYLIGHT  REPLACEMNT 

1,100,000 

0 

30 

300 

Cl 

99435 

DE  YOUNG-TEMP/HUMID  CONTRL  SYSTEM 

142,500 

0 

30 

300 

FM 

59310 

MISC  FAC  MAINT  PROJ 

150,000 

0 

YEAR  3 

TOTAL 

1,392,500 

0 

******** 

YEAR  4 

******** 

40 

400 

Cl 

99434 

DE  YOUNG-ROOF/SKYLIGHT  REPLACEMNT 

800,000 

0 

40 

400 

FM 

59408 

MISC  FAC  MAINT  PROJ 

150 ,000 

0 

YEAR  4 

TOTAL 

950,000 

0 

******** 

YEAR  5 

******** 

50 

500 

FM 

59506 

MISC  FAC  MAINT  PROJ 

150,000 

0 

YEAR  5 

TOTAL 

150,000 

0 

******** 

YEAR  6 

******** 

60 

600 

FM 

59606 

MISC  FAC  MAINT  PROJ 

150,000 

0 

YEAR  6 

TOTAL 

150,000 

0 

FUND  GP/FD:  01005  GENERAL  FUND-PROJECT 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


50 


YEAR  1 »««««»»*» 
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DEPT 

CIAC 

PROJECT/HORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

03 

199 

Cl 

63501 

LOH/DE  YOUNG-EMERG  ELECTRICAL  SYS 

09 

199 

Cl 

81001 

DE  YOUNG-HALON  FIRE  SYSTEM 

YEAR  1 TOTAL 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 


199,529  0 

181,750  0 

326,279  0 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  62  ASIAN  ART  MUSEUM 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

D1 

101 

FM 

29201 

MISC  FAC  MAINT  PROJ 

74,500 

60,000 

YEAR  1 

TOTAL 

74,500 

60,000 

YEAR  2 

20 

200 

Cl 

99250 

MECH  EQUIP-ROOF  INSTALLATION 

235,700 

0 

20 

200 

FM 

59251 

LIBRARY-HALON  FIRE  PROTECT  SYS 

137,000 

0 

20 

200 

FM 

59219 

MISC  FAC  MAINT  PROJ 

75,000 

0 

YEAR  2 

TOTAL 

447,700 

0 

YEAR  3 

30 

300 

FM 

59311 

MISC  FAC  MAINT  PROJ 

75,000 

0 

YEAR  3 

TOTAL 

75,000 

0 

YEAR  4 

40 

400 

FM 

59409 

MISC  FAC  MAINT  PROJ 

75,000 

0 

YEAR  4 

TOTAL 

75,000 

0 

WWKKMMWW 

YEAR  5 

50 

500 

FM 

59507 

MISC  FAC  MAINT  PROJ 

75,000 

0 

YEAR  5 

TOTAL 

75,000 

0 

WWNWWWKif 

YEAR  6 

60 

600 

FM 

59607 

MISC  FAC  MAINT  PROJ 

75,000 

0 

YEAR  6 

TOTAL 

75,000 

0 

FUND  GP/FD;  01005  GENERAL 

FUND 

-PROJECT 

YEAR  1 

02 

105 

Cl 

73301 

AIR  CON  SYSTEM-IMPROVEMENTS 

870,000 

0 

03 

199 

FM 

37201 

COURT  CEILING-REPLACE  GLASS  PANEL 

40,000 

0 

YEAR  1 

TOTAL 

910,000 

0 

DEPARTMENT  BOARD 

REQUEST  APPROVED 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT:  70  CHIEF  ADMINISTRATIVE  OFFICER 
FUND  GP/FD:  01005  GENERAL  FUND-PROJECT 


YEAR  1 

01 

101 

FM 

36001 

VAR  BLDGS-COND  MONITORING  PROG 

367  >000 

291,000 

02 

109 

Cl 

67301 

BOND  PROGRAM-PROJECT  DEVELOPMENT 

60,000 

0 

YEAR  1 

TOTAL 

927,000 

291,000 

FUND  GP/FD:  02301  YERBA  BUENA  CENTER 

YEAR  1 

01 

101 

Cl 

70001 

LOW  INCOME  HOUSING 

3,317,900 

3,317,900 

YEAR  1 

TOTAL 

3,317,900 

3,317,900 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  71  REAL  ESTATE 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

102 

FM 

38201 

950 

MCALLISTER-LIFE 

SAFETY 

MOD 

950 » 000 

110 >000 

YEAR  1 

TOTAL 

950 >000 

110>000 

YEAR  2 

nninnnnm 

20 

200 

FM 

5938S 

950 

MCALLISTER-LIFE 

SAFETY 

MOD 

500 >000 

0 

YEAR  2 

TOTAL 

500 >000 

0 

DEPARTMENT  BOARD 

REQUEST  APPROVED 
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DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  72  COUNTY  AGRICULTURE -HEIGHTS  S MEASU 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

199 

FM 

27101 

FARMERS  MKT-REROOF  STALL  AREAS 

90,180 

0 

02 

199 

FM 

20701 

FARMERS  MKT-REPAIR  STALLS 

10,000 

0 

YEAR  1 

TOTAL 

50 1 180 

0 

YEAR  2 

20 

200 

FM 

59365 

FARMERS  MARKET-RESURFACE  PARKING 

250^000 

0 

250,000  0 


YEAR  2 TOTAL 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  74  MEDICAL  EXAMINER/  CORONER 

FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

01 

108 

FM 

41001 

VAR  AREAS-FLOOR  COVERING 

18,515 

0 

YEAR  1 

TOTAL 

18,515 

0 

KWWKWKWK 

YEAR  2 

20 

200 

FM 

59368 

HOJ-TOXICOLOGY  LAB-EXPANSION 

100,000 

0 

20 

200 

FM 

59237 

OFFICE  SECURITY  SYSTEM 

42,600 

0 

YEAR  2 TOTAL  142,600  0 


DEPARTMENT  BOARD 

REQUEST  APPROVED 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  75  ELECTRICITY 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

01 

199 

FM 

37801 

CH-RM  67-TEL  EXCHANGE -REMODEL 

952 >580 

0 

09 

199 

FM 

38701 

SIREN  WARNING  SYSTEM 

22>120 

0 

YEAR  1 TOTAL 

979,700 

0 

wwwwwwww  YEAR  2 

20 

200 

FM 

59352 

101  RANKIN-INTRUSION  ALARM  SYS 

127,200 

0 

20 

200 

Cl 

99269 

901  RANKIN-TELE  COM-NEH  FACILITY 

990,700 

0 

20 

200 

Cl 

99268 

901  RANKIN-EMERGENCY  GENERATOR 

200,000 

0 

20 

200 

FM 

59235 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30,000 

0 

YEAR  2 TOTAL 

797,900 

0 

wwwwwwww  YEAR  3 

30 

300 

FM 

59315 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30,000 

0 

YEAR  3 TOTAL 

30,000 

0 

wwwwwKW*  YEAR  9 

90 

900 

FM 

59918 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30,000 

0 

YEAR  9 TOTAL 

30,000 

0 

wwwwwwww  YEAR  5 

50 

500 

FM 

59517 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30,000 

0 

YEAR  5 TOTAL 

30,000 

0 

YEAR  6 

" 60 

600 

FM 

59616 

VAR  LOC-MISC  FAC  MAINT  PROJ 

30,000 

0 

YEAR  6 TOTAL 

30,000 

0 

FUND  GP/FO:  01005  GENERAL 

FUND- 

PROJECT 

YEAR  1 

" 01 

101 

FM 

29301 

MISC  FAC  MAINT  PROJ 

99,500 

92,500 

02 

108 

FM 

36501 

CEN  RAD  STA-TOWER  MODIFICATIONS 

60,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  1 TOTAL 

104,500 

42,500 
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DEPT 

PRIO 

CIAC 

PRIO 

CIP 

PROJECT/WORKPHASE 

NO.  TITLE 

DEPARTMENT 

REQUEST 

BOARD 

APPROVED 

RESP  DEPT: 

76  ANIMAL  CARE 

AND  CONTROL 

FUND  GP/FD! 

I 01001  GENERAL 

FUND 

YEAR  1 

01 

199 

FM 

30901 

ANIMAL  SHELTER-SQUAD  ROOM 

25,190 

0 

YEAR  1 TOTAL 

25,190 

0 

59 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

RESP 

DEPT: 

78  RECORDER 

FUND 

GP/FD! 

1 02505  STATE 

AUTHORIZED 

SPECIAL 

REV  FUND 

YEAR  1 1Hi**i(**it 

01 

101 

FM 

20001 

CH-REMODEL  OFFICE  AREA 

40,000 

BOARD 

APPROVED 


40 >000 


YEAR  1 TOTAL 


40,000 


40,000 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  80  REGISTRAR 

FUND  GP/FD:  01005  GENERAL  FUND-PROJECT 

wwwwwKKW  YEAR  1 

01  199  Cl  69201  CH-OFFICE  RENOVATION  299,200 

YEAR  1 TOTAL  299,200 


DEPARTMENT  BOARD 

REQUEST  APPROVED 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  83  PUBLIC  HEALTH  CENTRAL 

OFFICE 

FUND  GP/FD:  01001  GENERAL 

FUND 

YEAR  1 

03 

199 

FM 

27401 

101 

GROVE -HEAT/VENT  SYSTEM 

100,000 

0 

05 

199 

FM 

35601 

135 

POLK-OFFICE  ANNEX-REMODEL 

1 

,075,000 

0 

YEAR  1 TOTAL 

1 

,175,000 

0 

WWWKWWWW  YEAR  2 

ii****inm 

20 

200 

Cl 

99231 

101 

GROVE -AUDITORIUM  EGRESS 

161,800 

0 

20 

200 

Cl 

99251 

101 

GROVE -VAR  LABS-EMERGENCY  PHR 

14,000 

0 

20 

200 

FM 

59224 

HLT 

CTRS-MISC  FAC  MAINT  PROJ 

100,000 

0 

20 

200 

FM 

59216 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

75,000 

0 

20 

200 

Cl 

99215 

VAR 

HLT  CTRS-MASTER  FAC  PLAN 

50,000 

0 

20 

200 

FM 

59386 

101 

GROVE -HEAT/VENT  SYSTEM 

100,000 

0 

20 

200 

FM 

59380 

CEN 

AID  STA-MISC  FAC  MAINT  PROJ 

10,000 

0 

YEAR  2 TOTAL 

510,800 

0 

wwwwwwNW  YEAR  3 

30 

300 

FM 

59339 

HLT 

CTRS-MISC  FAC  MAINT  PROJ 

100,000 

0 

30 

300 

FM 

59338 

VAR 

LOC  MISC  FAC  MAINT  PROJ 

75,000 

0 

30 

300 

FM 

59373 

CEN 

AID  STA-MISC  FAC  MAINT  PROJ 

10,000 

0 

YEAR  3 TOTAL 

185,000 

0 

YEAR  4 

40 

400 

FM 

59430 

HLT 

CTRS-MISC  FAC  MAINT  PROJ 

100,000 

0 

40 

400 

FM 

59423 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

75,000 

0 

40 

400 

FM 

59453 

CEN 

AID  STA-MISC  FAC  MAINT  PROJ 

10,000 

0 

YEAR  4 TOTAL 

185,000 

0 

YEAR  5 

50 

500 

FM 

59529 

HLT 

CTRS-MISC  FAC  MAINT  PROJ 

100,000 

0 

50 

500 

FM 

59526 

VAR 

LOC-MISC  FAC  MAINT  PROJ 

75,000 

0 

50 

500 

FM 

59519 

CEN 

AID  STA-MISC  FAC  MAINT  PROJ 

10,000 

0 

YEAR  5 TOTAL 

185,000 

0 

YEAR  6 

60 

600 

FM 

59629 

HLT 

CTRS-MISC  FAC  MAINT  PROJ 

100,000 

0 

60 

600 

FM 

59628 

VAR 

LOC-MISC  FAC  MAINT  PROJS 

75,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  6 TOTAL 

175,000 

0 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJECT 

********  YEAR  1 

******** 

01 

101 

FM 

51501 

VAR 

LOC-FAC  MAINT  PROJ 

75,000 

90,000 

02 

101 

FM 

51901 

VAR 

HLT  CTRS-FAC  MAINT  PROJ 

100,000 

50,000 

07 

102 

FM 

20501 

U/G 

TANKS-SITE  ASSESS/REMEDIATION 

686,971 

0 

08 

102 

FM 

57501 

VAR 

LOC-U/G  STOR  TANK  TESTING 

25,000 

0 

09 

102 

FM 

22001 

ASBESTOS  MANAGEMENT  PROGRAM 

1,028,590 

0 

06 

110 

Cl 

61801 

VAR 

HLT  CTRS-MASTER  FAC  PLAN 

150,000 

0 

09 

199 

FM 

29001 

VAR 

HLT  CTRS-VENT  SYSTEM 

57,191 

0 

2>102,552  90,000 


YEAR  1 TOTAL 
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DEPT  CIAC  PROJECT/WORKPHASE  DEPARTMENT  BOARD 

PRIO  PRIO  CIP  NO.  TITLE  REQUEST  APPROVED 

RESP  DEPT:  85  LAGUNA  HONDA 

FUND  GP/FD:  37001  LAGUNA  HONDA  OPERATING  FUND 


YEAR  1 

01 

101 

FM 

35001 

MISC  FAC  MAINT  PROJ 

900 >000 

900,000 

09 

102 

FM 

20901 

VAR  AREAS-ASBESTOS  ABATEMENT 

100,000 

0 

02 

103 

FM 

91501 

MAIN  BLOG-ROOF  REPAIR 

155,069 

0 

03 

105 

FM 

21001 

SVC  BLDG-BOILER  SYS-REPAIRS 

230,000 

0 

05 

199 

Cl 

62301 

CLARENDON  HALL-SEISMIC  UPGRADE 

5,200,000 

0 

06 

199 

FM 

91901 

VAR  BLDGS-EXTERIOR  REHAB 

329,529 

0 

YEAR  1 

TOTAL 

' 

6,909,593 

900,000 

WKKMWWWW 

YEAR  2 

WNWWWWWW 

20 

200 

FM 

59213 

SECURITY  OFFICE -EXPANSION 

25,000 

0 

20 

200 

FM 

59219 

MASTER  KEY/PERIMETER  ALARM  PROJ 

125,000 

0 

20 

200 

FM 

59215 

VARIOUS  ENTRANCES-MODIFICATIONS 

60,000 

0 

20 

200 

FM 

59216 

BRIDGE  BLOG-REHAB  SPRINKLER/VENT 

31,000 

0 

20 

200 

FM 

59217 

HARD  C-2-PSYCHIATRIC  UNIT 

500,000 

0 

20 

200 

FM 

59206 

LAUNDRY  BLDG-INTERIOR  PAINTING 

121,100 

0 

20 

200 

FM 

59207 

VAR  INTERIOR  AREAS-PAINTING 

130,000 

0 

20 

200 

FM 

59209 

DIESEL  FUEL  TANKS-REPLACE 

120,000 

0 

20 

200 

FM 

59202 

VAR  BLDGS-MISC  FAC  MAINT 

900,000 

0 

20 

200 

Cl 

99207 

MODEL  HARD  REMODELING  PROGRAM 

725,000 

0 

20 

200 

Cl 

99211 

LAUNDRY  BLDG-CEILING  LIGHTING 

50,000 

0 

20 

200 

Cl 

99213 

VAR  HARDS-HHEELCHAIR  CHARGERS 

90,000 

0 

20 

200 

FM 

59209 

NURSING  LOUNGE -A300-PAINTING 

19,000 

0 

20 

200 

FM 

59201 

EXTERIOR  REPAIRS  AND  PAINTING 

357,379 

0 

YEAR  2 

TOTAL 

3,203,979 

0 

YEAR  3 

WWWMWiHtW 

30 

300 

Cl 

99308 

MODIFY  STEAM  SYS  CONTROLS 

23,000 

0 

30 

300 

Cl 

99312 

HARD  2C-NURSE  PATIENT  HARD 

972,000 

0 

30 

300 

FM 

59305 

INTERIOR  ROADS-RESURFACING 

210,000 

0 

30 

300 

FM 

59302 

VAR  BLDGS-MISC  FAC  MAINT 

900,000 

0 

30 

300 

Cl 

99209 

MAIN  BLDG-5  FLR-ENCLOSE  HALKHAY 

166,930 

0 

30 

300 

Cl 

99205 

RADIOLOGY/DENTAL  DEPTS-REMODEL 

322,500 

0 

30 

300 

Cl 

99206 

MAIN  BLDG-PHARMACY  MODIFICATION 

56,570 

0 

30 

300 

Cl 

99303 

CLARENDON  HALL-PARKING  AREA 

90,000 

0 

30 

300 

Cl 

99309 

MALE  LOUNGE -RENOVATION 

25,000 

0 

30 

300 

FM 

59309 

NURSES  LOUNGE -FLOORING 

25,000 

0 

30 

300 

FM 

59301 

EXTERIOR  REPAIRS  AND  PAINTING 

392,772 

0 

YEAR  3 

TOTAL 

3,133,272 

0 

YEAR  9 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

90 

900 

FM 

59902 

VAR  BLDGS-MISC  FAC  MAINT 

900,000 

0 

90 

900 

FM 

59901 

EXTERIOR  REPAIRS  AND  PAINTING 

975,150 

0 

YEAR  9 TOTAL 

1,375,150 

0 

YEAR  5 

50 

500 

FM 

59501 

VAR  BLDGS-MISC  FAC  MAINT 

900,000 

0 

YEAR  5 TOTAL 

900,000 

0 

YEAR  6 

60 

600 

FM 

59601 

VAR  BLDGS-MIS  FAC  MAINT 

900,000 

0 

YEAR  6 TOTAL 


900,000 


0 
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:784 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT:  86 

SAN  FRANCISCO  GENERAL  HOSPITAL 

FUND  GP/FD:  36001  HOSPITAL 

OPERATING 

FUND 

wwwwwMww  YEAR 

1 WWKWWNWW 

01 

101 

FM 

20001 

MISC  FAC  MAINT  PROJ 

1>500>000 

791,000 

03 

102 

FM 

22501 

VAR  AREAS-ASBESTOS  ABATEMENT 

100,000 

0 

04 

102 

FM 

22101 

VAR  BLDGS-REPLACE  FIRE  ALARM  SYS 

250 , 000 

0 

02 

108 

Cl 

67401 

STRUCTURAL  ASSESS/DEVELOP  PLAN 

200,000 

0 

05 

199 

FM 

20501 

VAR  BLDGS-ROOF  REPAIR 

450,250 

0 

06 

199 

FM 

22301 

MED  CTR-GASTRO  CLINIC-REMODEL 

100,100 

0 

07 

199 

Cl 

67301 

HEALTH  SERVICES  ASSESSMENTS/PLANS 

260,000 

0 

08 

199 

Cl 

67201 

POWER  PLANT-COOLING  TOWER 

92,500 

0 

YEAR  1 TOTAL 

2,952,850 

791,000 

YEAR 

20 

200 

FM 

59208 

VAR  BLDGS-DIRECTIONAL  SIGN  SYS 

200,000 

0 

20 

200 

Cl 

99213 

MED  CTR-RELOC  CLINICAL  STUDY  CTR 

30,000 

0 

20 

200 

Cl 

99228 

MED  CTR-AMBULATORY  CTR-EXPAND 

190,000 

0 

20 

200 

Cl 

99215 

SURVEILLANCE  SECURITY  EXTENSIONS 

20,000 

0 

20 

200 

Cl 

99218 

MED  CTR-REMODEL  NURSE  STATION 

309,500 

0 

20 

200 

FM 

59205 

MED  CTR-EMERG  DEPT-TRAUMA  SVC  EXP 

30,000 

0 

20 

200 

FM 

59206 

VAR  BLDGS-SECURITY  DOOR  LOCK  SYS 

150,000 

0 

20 

200 

FM 

59201 

MISC  FAC  MAINT  PROJ 

1,500,000 

0 

20 

200 

Cl 

99237 

MED  CTR-TELEMETRY  RM-EXPANSION 

150,000 

0 

20 

200 

FM 

59215 

VAR  AREAS-ASBESTOS  ABATEMENT 

100,000 

0 

20 

200 

Cl 

99318 

MED  CTR-NEWBORN  NURSERY-EXPAND 

1,500,000 

0 

20 

200 

FM 

59227 

MED  CTR-BUS  OFF-RELOCATE 

150,000 

0 

20 

200 

FM 

59241 

MRI  BLDG-WALKWAY 

60,000 

0 

20 

200 

FM 

59240 

MED  CTR-FLURO  SUITE-MED  GAS  LINES 

30,000 

0 

20 

200 

FM 

59229 

MED  CTR-PULMONARY  LAB-REMODEL 

50,000 

0 

20 

200 

FM 

59231 

MED  CTR-PATHOLOGY-FUME  HOODS 

75,000 

0 

20 

200 

Cl 

99238 

MED  CTR-PATHOLOGY-A/C  SYSTEM 

75,000 

0 

20 

200 

Cl 

99205 

PEDIATRICS  CRITICAL  CARE  ASSESS 

50,000 

0 

20 

200 

FM 

59230 

MED  CTR-PAT  ED  RES  CTR-RELOCATE 

150,000 

0 

20 

200 

FM 

59228 

MED  CTR-CARDIOLOGY-RELOCATE 

50,000 

0 

20 

200 

FM 

59220 

MED  CTR-AREA  4J-NURSE  TRAIN  CEN 

20,000 

0 

20 

200 

FM 

59222 

MED  CTR-VAR  AREAS-CALL  BUTTONS 

50,000 

0 

20 

200 

Cl 

99216 

STRUCTURAL  ASSESS/IMPROVE  PLAN 

50,000 

0 

20 

200 

FM 

59233 

MED  CTR-ETHYLENE  OXIDE  VENT  SYS 

97,550 

0 

20 

200 

FM 

59223 

PSYCHIATRY-AREA  7-SECLUSION  ROOM 

30,000 

0 

20 

200 

FM 

59232 

MED  CTR-CHILLER  NO.  2-RETUBE 

102,100 

0 

20 

200 

FM 

59221 

VAR  AREAS-CODE  BLUE  ALARM  BUTTONS 

20,000 

0 

20 

200 

FM 

59219 

EMERGENCY  DEPT-TRIAGE  DOOR 

30,000 

0 

20 

200 

FM 

59225 

OPD-PATIENT  REFERRAL  CENTER 

95,000 

0 

20 

200 

FM 

59226 

MED  CTR-ANESTHESIA-RE LOCATION 

50,000 

0 

20 

200 

FM 

59217 

MED  CTR-CYSTOLOGY  ROOM-UPGRADE 

49,500 

0 
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RUN  DATE:  18-SEP-1990  TIME:  6:32PM  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  2 

TOTAL 

iCKKKKXXX 

YEAR  3 

XXXXXXXX 

30 

300 

Cl 

99223 

30 

300 

Cl 

99219 

30 

300 

Cl 

99229 

30 

300 

Cl 

99230 

30 

300 

Cl 

99231 

30 

300 

Cl 

99203 

30 

300 

FM 

59301 

30 

300 

Cl 

99212 

30 

300 

Cl 

99406 

30 

300 

FM 

59211 

30 

300 

FM 

59213 

30 

300 

FM 

59214 

30 

300 

FM 

59216 

30 

300 

FM 

59302 

30 

300 

Cl 

99236 

YEAR  3 

TOTAL 

xxxxxxxx 

YEAR  4 

40 

400 

Cl 

99308 

40 

400 

Cl 

99232 

40 

400 

Cl 

99311 

40 

400 

Cl 

99235 

40 

400 

Cl 

99202 

40 

400 

Cl 

99317 

40 

400 

Cl 

99315 

40 

400 

Cl 

99226 

40 

400 

FM 

59401 

40 

400 

FM 

59303 

40 

400 

FM 

59402 

40 

400 

FM 

59305 

40 

400 

FM 

59304 

40 

400 

Cl 

99419 

YEAR  4 

TOTAL 

WWWWWWWW^ 

YEAR  5 

XXXXXXXX 

50 

500 

Cl 

99313 

50 

500 

Cl 

99502 

50 

500 

Cl 

99301 

50 

500 

Cl 

99302 

50 

500 

FM 

59501 

50 

500 

FM 

59502 

YEAR  5 

TOTAL 

MED  CTR-NURSE/ADMIN  OFFICES 
MED  CTR-FOOD  SERVICE  OFFICES 
BLDG  10/100  FIRE  SAFETY 
MED  CTR-FLURO  RM-VAC/OXY  LINES 
POHER  HSE -COMPRESSOR  AIR  INTAKE 
MODIFY  ELEVATORS-HANDICAPPED  ACCE 
MISC  FAC  MAINT  PROJ 
ELEVATOR  NO  14-INSTALL  CAB 
VAR  LOC -SECURITY  FENCING 
VAR  LOC-REPLACE  SHITCHGEAR 
MED  CTR-EMERG  DEPT-OFFICE  AREA 
MED  CTR-PHARMACY-CHEMO  PREP  RM 
VAR  LOC-PARKING  AREA  IMPROVEMENTS 
VAR  AREAS-ASBESTOS  ABATEMENT 
BLDG  100-CLINIC  CTR-RELOCATE 


MOD  ELEVATORS-HANDICAPPED  ACCESS 
MED  CTR-ULTRASOUND  UNIT-RELOCATED 
VAR  PKG  AREAS-SECURITY  LIGHTING 
MED  CTR-NURSERY-AIR/OXY  OUTLETS 
MECH  RM  100-STEAM  LINE  VALVES 
CORONARY  CARE  UNIT-PARTITIONS 
MED  CTR-ELE  12-INSTALLATION 
BLDGS  10/80-ELEVATORS 
MISC  FAC  MAINT  PROJ 
MED  CTR-CAST  RM  (UNIT  3B)-RELOCAT 
VAR  AREAS-ASBESTOS  ABATEMENT 
MED  CTR-PSY  UNITS-MED  GAS  OUTLETS 
MED  CTR-RAD  TREATMENT-LEADED  RM 
MED  CTR-OPD-NEEDS  ASSESSMENT 


MED  CTR-RES  DOCTORS  STUDY 
ELEVATOR  NO  3-INSTALLATION 
BLDG  10/40-ENLARGE  FIRE  ROAD 
ADMIN  AREA-REMODEL  SHELLED  AREA 
MISC  FAC  MAINT  PROJ 
VAR  AREAS-ASBESTOS  ABATEMENT 


5,463,650 


30.000 

94.000 

144.000 

30.000 

45.000 
55,200 

1,500,000 

395,770 

44,500 

120.000 

150.000 

70.000 

56.000 

100.000 

40.000 

2,874,470 


71,400 

50,000 

215.000 

50.000 
89,300 

75.000 

314.000 

200.000 

1,500,000 

50.000 

100,000 

50.000 

75.000 

100,000 

2,939,700 


353,640 

225,800 

35.000 

22.000 

1,500,000 

100,000 

2,236,440 


0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

YEAR  6 

60 

600 

Cl 

99503 

ELEVATOR  NO  9-INSTALLATION 

225,800 

0 

60 

600 

Cl 

99319 

BLDGS  100/200/300-REMODEL 

1,933,600 

0 

60 

600 

Cl 

99209 

BOILER  RM-AIR  COMPRESSOR 

36,800 

0 

60 

600 

Cl 

99310 

MED  CTR-INTENSIVE  CARE  UNIT 

3,150,000 

0 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJ 

1,500,000 

0 

60 

600 

FM 

59602 

VAR  AREAS-ASBESTOS  ABATEMENT 

100,000 

0 

YEAR  6 

TOTAL 

6,996,200 

0 
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DEPARTMENT  BOARD 

REQUEST  APPROVED 

RESP  DEPT:  87  COMMUNITY  MENTAL  HEALTH 
FUND  GP/FD:  01001  GENERAL  FUND 


DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 


YEAR  2 

20 

200 

FM 

59212 

REDWOOD  CENTER-EXTERIOR  PAINTING 

29,400 

0 

20 

200 

FM 

59266 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

40,000 

0 

20 

200 

FM 

59286 

SUNSET  DAY  TREAT  CTR-PATIO  SHELTE 

26,400 

0 

20 

200 

FM 

59267 

CMHS-MISC  FAC  MAINT  PROJ 

20,000 

0 

20 

200 

FM 

59229 

REDWOOD  CTR-REPLACE  FLOOR  COVER 

47,040 

0 

YEAR  2 

TOTAL 

172,840 

0 

YEAR  2 

******** 

20 

200 

FM 

59442 

CMHS-MISC  FAC  MAINT  PROJ 

20,000 

0 

20 

200 

FM 

59442 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

40,000 

0 

YEAR  2 

TOTAL 

70,000 

0 

******** 

YEAR  4 

******** 

40 

400 

FM 

59526 

CMHS-MISC  FAC  MAINT  PROJ 

20,000 

0 

40 

400 

FM 

59525 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

40,000 

0 

YEAR  4 

TOTAL 

70,000 

0 

******** 

YEAR  5 

******** 

50 

500 

FM 

59627 

CMHS-MISC  FAC  MAINT  PROJ 

20,000 

0 

50 

500 

FM 

59625 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

40,000 

0 

YEAR  5 

TOTAL 

70,000 

0 

******** 

YEAR  6 

******** 

60 

600 

FM 

59628 

CMHS-MISC  FAC  MAINT  PROJ 

20,000 

0 

60 

600 

FM 

59626 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

40,000 

0 

YEAR  6 

TOTAL 

70,000 

0 

FUND  GP/FD:  01005  GENERAL 

FUND 

-PROJECT 

******** 

YEAR  1 

******** 

02 

101 

FM 

21701 

ALEMANY/SUNSET  CTRS-MAINT  PROJ 

25,000 

15,000 

01 

199 

FM 

28701 

REDWOOD  CTR-PATIO  DECK 

52,200 

0 

78,200 


15,000 


YEAR  1 TOTAL 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

RESP  DEPT.- 

90  PUBLIC  WORKS 

FUND  GP/FD 

: 01001  GENERAL 

FUND 

MKWWWMWW  YEAR  1 wwwwwwww 

01 

101 

FM 

21301 

MISC  FAC  MAINT  PROJ 

4,292,161 

2,283,378 

03 

102 

FM 

30701 

ASBESTOS  PROG-MINOR  ABATE  WORK 

100,000 

100,000 

05 

102 

FM 

33901 

CH-VAR  AREAS-SAFETY/SECURITY  MOD 

78,760 

50,000 

06 

102 

FM 

35901 

HOJ-CLEAN  VENTILATION  SYSTEM 

98,000 

0 

12 

103 

FM 

27901 

ARMY  ST  YARD-CARPORT-REPLACE  ROOF 

38,500 

0 

09 

105 

FM 

27601 

HOJ-BOILER  ROOM  FEED  PUMPS 

13,502 

0 

11 

108 

FM 

36001 

HALLIDIE  PLAZA-REPLACE  RAILS 

20,700 

0 

08 

109 

FM 

24901 

VAR  BLDGS-REMOVE  ARCH  BARRIERS 

575,000 

0 

07 

199 

FM 

38101 

VAR  LOC-HANDICAPPED  CURB  RAMPS 

172,000 

0 

10 

199 

Cl 

98601 

CH-ROOF/SKYLIGHTS 

252,000 

0 

18 

199 

FM 

28201 

VAR  BLDGS-BACKFLOW  PREVENT  DEVICE 

58,765 

0 

20 

199 

FM 

28101 

CH-REPAIR/MODIFY  HEATING  SYSTEM 

42,500 

0 

22 

199 

FM 

28001 

ARMY  ST  YARD-MODI FY  WOMENS  RESTRM 

55,430 

0 

24 

199 

Cl 

64301 

ARMY  ST  YARD-SHOP  EXPANSION 

25,000 

0 

27 

199 

FM 

27801 

CH-ENT  DOORS-REPAIR  GRILL  WORK 

140,000 

0 

29 

199 

Cl 

62801 

FIRE/POLICE  ALARMS-UNDERGROUNDING 

30,000 

0 

30 

199 

Cl 

64901 

BERNAL  HTS-EAST  SLOPE -IMP  STUDY 

316,000 

0 

YEAR  1 TOTAL 

6,308,318 

2,433,378 

KKKWMWWW  YEAR  2 ******** 

20 

200 

FM 

59257 

HALLIDIE  PLAZA-BENCH  REPAIR 

36,450 

0 

20 

200 

FM 

59255 

CH-WALL  CLOCK-REHABILITATION 

100 ,000 

0 

20 

200 

FM 

59239 

HOJ-WORKSHOP-EXHAUST  SYSTEM 

15,000 

0 

20 

200 

FM 

59261 

VAR  LOC-ELEVATOR  UPGRADING 

82,810 

0 

20 

200 

FM 

59246 

HOJ-BOILER  RM-AIR  PURGE  COMPRESS 

15,930 

0 

20 

200 

FM 

59324 

HOJ-REPLACE  FLAG  POLES 

33,080 

0 

20 

200 

FM 

59355 

CH-MAIN  ELECT  SWTCHBRD-REPLACE 

223,000 

0 

20 

200 

Cl 

99270 

CH-ELECTRICAL  POWER  DISTRIBUTION 

200,000 

0 

20 

200 

Cl 

99265 

ARMY  ST  YD-REPLACE  ELECT  SERVICE 

208,000 

0 

20 

200 

FM 

59354 

CITY  HALL-RM  67-ELECT  SWTCHBOARD 

300,000 

0 

20 

200 

FM 

59369 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

25,000 

0 

20 

200 

FM 

59370 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

819,000 

0 

20 

200 

Cl 

99246 

ARMY  ST  YARD-SECURITY  LIGHTING 

6,672 

0 

20 

200 

Cl 

99439 

CITY  HALL-REPLACE  ROOF 

566,000 

0 

20 

200 

Cl 

99440 

CH-RM  61-VENTILATION  SYSTEM 

34,500 

0 

20 

200 

Cl 

99240 

FIRE  AND  POLICE  ALARMS 

30,000 

0 

20 

200 

FM 

59227 

CH-COLD  WATER  RISERS 

82,687 

0 

20 

200 

FM 

59290 

UN  PLAZA-REPLACE  BRICKS 

44,000 

0 

20 

200 

Cl 

99392 

CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

495,000 

0 

20 

200 

FM 

59212 

MISC  FAC  MAINT  PROJ 

4,000,000 

0 

20 

200 

Cl 

99216 

ARMY  ST-CARPENTER  SHOP-EXPANSION 

360,000 

0 

20 

200 

FM 

59384 

VAR  BLDGS-REMOVE  ARCH  BARRIERS 

500,000 

0 

20 

200 

FM 

59376 

VAR  BLDGS-ASBESTOS  ABATE  PROG 

400,000 

0 
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CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 

DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

FM 

59387 

VAR  LOC-HANDICAPPED  CURB  RAMPS 

132,000 

0 

20 

200 

FM 

59377 

CH-VAR  DOORS-METAL  GRILL  WORK 

140,000 

0 

20 

200 

FM 

59381 

CH-RADIATORS/CONDENSATE  LINE 

50,000 

0 

20 

200 

FM 

59374 

CH-DOME -SURVEY  AND  REPAIR 

73,500 

0 

YEAR  2 TOTAL 

8,972,629 

0 

YEAR  3 

30 

300 

FM 

59270 

ARMY  ST  YARD-SHOP  BLDGS-PAINTING 

29,000 

0 

30 

300 

Cl 

99324 

FIRE  AND  POLICE  ALARMS 

30,000 

0 

30 

300 

FM 

59307 

MISC  FAC  MAINT  PROJ 

4,000,000 

0 

30 

300 

Cl 

99299 

ARMY  ST  YARD-BLDG  A-VENT  SYSTEM 

502,000 

0 

30 

300 

Cl 

99294 

GREAT  HIGHWAY-RECONSTRUCTION 

1,865,000 

0 

30 

300 

Cl 

99271 

CH-RM  368F-VENTILATION 

11,000 

0 

30 

300 

FM 

59444 

CIVIC  CTR-STREAM  LOOP-MAINT  PROJ 

25,000 

0 

30 

300 

FM 

59445 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

929,000 

0 

30 

300 

Cl 

99448 

CIVIC  CTR-STEAM  DIST  SYS-IMPROVE 

218,000 

0 

30 

300 

Cl 

99443 

ARMY  ST  YD-ARCHITECTURAL  STUDY 

25,000 

0 

30 

300 

FM 

59340 

CH  COLD  WATER  RISERS 

82,687 

0 

30 

300 

FM 

59349 

CH-STANDARD  SIGN  SYSTEM 

10,000 

0 

30 

300 

FM 

59348 

HOJ-PNEUMATIC  TUBE  SYS  (3") 

44,800 

0 

30 

300 

Cl 

99390 

HOJ-HVAC  SYSTEM  STUDY 

40,000 

0 

30 

300 

FM 

59252 

ARMY  ST  YD-BLDG  A-FLOORING 

20,000 

0 

30 

300 

FM 

59392 

VAR  LOC-HANDICAPPED  CURB  RAMPS 

138,000 

0 

30 

300 

FM 

59378 

CH-VAR  DOORS-METAL  GRILL  WORK 

140,000 

0 

30 

300 

FM 

59382 

CH-RADIATORS/CONDENSATE  LINE 

55,000 

0 

30 

300 

FM 

59375 

CH-DOME-SURVEY  AND  REPAIR 

73,500 

0 

YEAR  3 TOTAL 

8,237,987 

0 

YEAR  ^ 

^0 

400 

FM 

59405 

MISC  FAC  MAINT  PROJ 

4,000,000 

0 

^0 

400 

FM 

59431 

CH-COLD  WATER  RISERS 

82,687 

0 

40 

400 

FM 

59538 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

643,000 

0 

40 

400 

FM 

59537 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

25,000 

0 

40 

400 

Cl 

99415 

FIRE  AND  POLICE  ALARMS 

30,000 

0 

40 

400 

FM 

59209 

HOJ-TUBE  SYSTEM  RECON  (4  INCH) 

227,300 

0 

40 

400 

FM 

59449 

CH-RADIATORS/CONDENSATE  LINE 

60,000 

0 

40 

400 

FM 

59456 

CH-VAR  DOORS-METAL  GRILL  WORK 

140,000 

0 

40 

400 

FM 

59455 

CH-DOME-SURVEY  AND  REPAIR 

60,000 

0 

YEAR  4 TOTAL 

5,267,987 

0 

WWWKMWWK  YEAR  5 

50 

500 

Cl 

99505 

FIRE  AND  POLICE  ALARMS 

30,000 

0 

50 

500 

FM 

59639 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

25,000 

0 

50 

500 

FM 

59641 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

794,000 

0 

50 

500 

FM 

59505 

MISC  FAC  MAINT  PROJ 

4,000,000 

0 

PAGE; 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

50 

500 

FM 

59523 

CH-DOME-SURVEY  AND  REPAIR 

70 >000 

0 

YEAR  5 TOTAL 

4,919,000 

0 

WWWKNWWW  YEAR  6 

60 

600 

Cl 

99603 

FIRE  AND  POLICE  ALARMS 

30,000 

0 

60 

600 

FM 

59642 

UNDGRND  TANK  REPLACEMENT  PROGRAM 

625,000 

0 

60 

600 

FM 

59640 

CIVIC  CTR-STEAM  LOOP-MAINT  PROJ 

25,000 

0 

60 

600 

FM 

59605 

MISC  FAC  MAINT  PROJ 

4,000,000 

0 

YEAR  6 TOTAL 

4,680,000 

0 

FUND  GP/FD:  01005  GENERAL 

FUND-PROJECT 

WMWWWNWW  YEAR  1 

02 

102 

FM 

35701 

VAR  BLDGS-ASBESTOS  PROG-ABATEMENT 

400,000 

0 

16 

102 

FM 

35601 

UNDERGROUND  STOR  TANK-REPLACEMENT 

954,000 

0 

15 

103 

FM 

34401 

CH-EXT  WINDOH  SASH-PAINTING 

245,812 

0 

04 

109 

Cl 

65901 

ARMY  ST-CARPENTRY  SHOP -DUST  COL 

134,000 

0 

13 

199 

FM 

34501 

CC-STEAM  LOOP-ANNUAL  MAINT  PROG 

25,000 

0 

14 

199 

FM 

36101 

CH-DOME -SURVEY/REPAIR 

73,500 

0 

17 

199 

FM 

22201 

HOJ-MODIFY  ELECTRICAL  SYSTEM 

300,000 

0 

19 

199 

FM 

27001 

CH-COLD  WATER  RISERS 

82,687 

0 

21 

199 

FM 

27201 

HOJ-COLD  WATER  PIPING 

59,304 

0 

23 

199 

Cl 

76401 

ARMY  ST  YARD-ELECTRIC  SERVICE 

29,000 

0 

25 

199 

Cl 

66301 

CIVIC  CTR  STEAM  SYS-IMPROVE 

514,000 

0 

26 

199 

Cl 

81401 

CH-RM  2C-EMPLOYEE  LUNCHROOM 

392,200 

0 

28 

199 

Cl 

81301 

CH-RM  282-IMPROVEMENTS 

221,000 

0 

YEAR  1 TOTAL 

3,430,503 

0 

FUND  GP/FD:  02091  SPECIAL 

GAS  TAX 

STREET  IMPROVEMEN 

YEAR  1 

01 

101 

Cl 

85001 

TFC  CONTROL  DEVICES 

40,000 

0 

02 

102 

Cl 

75101 

VAR  LOC-RAISED  LANE  MARKERS 

100,000 

0 

03 

103 

Cl 

83101 

3RD  ST  BRIDGE  AT  CHANNEL-REHAB 

823,000 

0 

04 

104 

Cl 

89701 

4TH  ST  BR  AT  CHAN  ST  REH  APPR  SPA 

105,000 

0 

05 

105 

FM 

52401 

3RD  ST  BRIDGE/ISLAIS  CK-PAINTING 

85,000 

0 

06 

106 

Cl 

89601 

CRESTMONT  DR  ROCKFALL  BARRIER 

60,000 

0 

07 

107 

Cl 

91501 

ARMY  ST  CIRCLE  EASTBOUND  RAMP 

122,000 

0 

08 

108 

FM 

21501 

TRAF  SIG  REPLACE 

200,000 

0 

09 

109 

Cl 

91401 

INTERSECTION  RECHNL-VAR  LOC 

190,000 

0 

10 

110 

Cl 

88301 

POTRERO  AVE  SAFE  IMP 

20,000 

0 

11 

111 

Cl 

91101 

CANDLESTICK  PK  ST  IMPRVMT 

312,000 

0 

12 

112 

Cl 

91201 

3RD  ST  MEDIAN  IS-MARIPOSA/JAMESTW 

40,000 

0 

13 

113 

FM 

25001 

FETSIM  TFC  SIG  COORDINATION 

70,000 

0 

14 

114 

Cl 

91301 

FREEWAY  DIVERSION  GUIDANCE 

10,000 

0 
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CITY  a COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PRIO 

PRIO 

CIP 

15 

115 

Cl 

16 

116 

Cl 

17 

117 

FM 

YEAR  1 TOTAL 

WWKWWWWW  YEAR  2 

20 

200 

FM 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

FM 

20 

200 

FM 

20 

200 

FM 

20 

200 

FM 

20 

200 

Cl 

20 

200 

FM 

20 

200 

Cl 

20 

200 

Cl 

20 

200 

FM 

20 

200 

FM 

20 

200 

FM 

PROJECT/WORKPHASE 
NO.  TITLE 

90601  MARKET  NR  18TH  ST  RETAIN  WALL  EXT 

86101  UNDERGROUND  DIST-STREET  LIGHTING 

27201  GREAT  HIGHWAY-RECONSTRUCTION 


59225  STREET  RENOVATION  PROG  (FAU) 

99201  VAR  LOC  TFC  CONT  DEVICES 

99202  VAR  LOC  TFC  SIGNALS 

99209  TRANSIT  PREF  STS  PROGRAM 

99229  VAR  LOC-BIKEWAY  PROGRAM 

99225  TFC  SIG  VISIBILITY  IMP  (STUDY) 

99227  VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

99228  VAR  LOC -TFC  SIG  INTERCONNECTION 

99231  POTRERO  AVE-SAFETY  IMPROVEMENTS 

99232  VAN  NESS  AVE-AUTO  IRRIGATION  SYST 

99233  JUNIPERO  SERRA-SIDEWALK  NARROWING 

99239  PORTOLA  DR-PEDESTRIAN  OVERPASS 

99235  VAR  LOC -NEW  TFC  SIGNALS  (MUTCD) 

99238  VAR  LOC-MODIFY  CENTER  ISLANDS 

99291  SUNSET  BLVD-IRRIGATION  MAIN 

99299  GRAND  VIEW  AVE-SIDEWALK  NARROWING 

99296  VAR  LOC-REHAB  IRRIGATION  SYSTEMS 

99297  VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

99299  MANSELL  ST-CRT  ISLAND  IRRIGATION 

99251  BOSWORTH  ST-SAFETY  MODIFICATIONS 

99252  VAR  BRIDGES-SEISMIC  MODIFICATIONS 

99253  VAR  LOC -CITY  AID-ST  IMPROVE 

99259  VAR  LOC-CTR  IS  SAFETY  MODIFICATIO 

99255  1280/EVANS  AVE -INTERCHANGE 

99257  ST  LIGHTS-UNDERGROUND  DIST 

99258  RINCON  PT/SO  BEACH-ST  IMPROVEMENT 

99259  SIDEWALK  HANDICAPPED  RAMPS 

99262  VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

99263  MULLEN/BREWSTER/ESMERALDA-DESIGN 

99269  FOREST  HILL  AREA-GUTTERS/GRDRAILS 

99298  SAN  JOSE  AVE -SLOPE  STABILIZATION 

99203  VAR  LOC -STREET  LIGHT  EXTENSIONS 

59222  VAR  LOC-STREET  RENOVATION  PROGRAM 

59223  VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

59221  VAR  LOC-IRRIGATION  TIME  CONTROLS 

59215  VAR  LOC -TFC  SIG  REPLACEMENT 

99207  EQUIPMENT  BACKLOG-REPLACEMENT 

59219  ST  LANDSCAPING-TREE  PRUNING 

99223  VAR  LOC-MODIFY  TFC  SIG  (MUTCD) 

99206  THIRD  ST-CONSTRUCT  MEDIAN  ISLAND 

59226  VAR  LOC-REPAIR  STREET  STRUCTURES 

59201  FETSIM  TFC  SIGNAL  COORDINATION 

59229  TFC  SIGNAL  REPLACEMENT  PROGRAM 
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DEPARTMENT 

REQUEST 

80,000 

1.950.000 

1.735.000 

5.992.000 


585.000 

50.000 

100.000 
100,000 

25.000 

150.000 

100.000 
200,000 

900 .000 

988.000 

900.000 
379,100 

950.000 

100.000 

292.000 

980.000 

669.000 

500 .000 

282.000 

310.000 

1,200,000 

150.000 

100.000 

89.000 

500.000 

595.000 

50 . 000 
52,800 

70.000 
96,500 

900.000 

77.000 

10,000,000 

8,000,000 

125.000 

2,000,000 

691,500 

85,389 

100.000 

1,000,000 

150,000 

70 .000 
5,700,000 


BOARD 

APPROVED 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


:BPREP  REPORT  i7B^  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE:  18-SEP-1990  TIME:  6:32PN  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

20 

200 

FM 

59227 

SIDEWALK  TREES-PURNING/SERVICING 

99,625 

0 

20 

200 

Cl 

99208 

FREEWAY  DIVERSION  GUIDANCE 

299,000 

0 

20 

200 

Cl 

99205 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

0 

20 

200 

Cl 

99218 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

290,000 

0 

20 

200 

FM 

59220 

STREET  TREE  RENEWAL  PROGRAM 

196,875 

0 

YEAR  2 TOTAL 

38,572,789 

0 

YEAR  3 

30 

300 

FM 

59318 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

8,000,000 

0 

30 

300 

FM 

59320 

VAR  LOC-ST  RENOVATION  (FAU) 

597,000 

0 

30 

300 

FM 

59317 

VAR  LOC -STREET  RENOVATION  PROGRAM 

10,000,000 

0 

30 

300 

FM 

59319 

VAR  LOC-TFC  SIG  REPLACEMENT 

2,000,000 

0 

30 

300 

Cl 

99302 

VAR  LOC  TFC  SIGNALS 

100,000 

0 

30 

300 

Cl 

99303 

VAR  LOC -STREET  LIGHT  EXTENSIONS 

77,000 

0 

30 

300 

Cl 

99315 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

80,000 

0 

30 

300 

Cl 

99316 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

200 ,000 

0 

30 

300 

Cl 

99317 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

900,000 

0 

30 

300 

Cl 

99318 

VAR  LOC -BIKEWAY  PROGRAM 

25,000 

0 

30 

300 

Cl 

99319 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

200,000 

0 

30 

300 

Cl 

99320 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

0 

30 

300 

Cl 

99321 

VAR  LOC-TFC  SIG  INTERCONNECTION 

200,000 

0 

30 

300 

Cl 

99325 

VAR  LOC -NEW  TFC  SIGNALS  (MUTCD) 

950,000 

0 

30 

300 

FM 

59302 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

0 

30 

300 

Cl 

99330 

SUNSET  BLVD-IRRIGATION  MAIN 

956,000 

0 

30 

300 

FM 

59303 

ST  LANDSCAPING-TREE  PRUNING 

99,136 

0 

30 

300 

Cl 

99332 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

0 

30 

300 

Cl 

99326 

GEARY  BLVD-STREET  TREES 

75,600 

0 

30 

300 

Cl 

99333 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

0 

30 

300 

Cl 

99339 

VAR  BRIDGES-SEISMIC  MODIFICATIONS 

330,000 

0 

30 

300 

Cl 

99335 

VAR  LOC -CITY  AID-ST  IMPROVE 

150,000 

0 

30 

300 

Cl 

99336 

ST  LIGHT-UNDERGROUND  DIST 

500,000 

0 

30 

300 

Cl 

99337 

SIDEWALK  HANDICAPPED  RAMPS 

50,000 

0 

30 

300 

Cl 

99338 

CANDLESTICK  ACCESS  ROADS 

690,000 

0 

30 

300 

Cl 

99339 

1280/EVANS  AVE -INTERCHANGE 

89,000 

0 

30 

300 

Cl 

99390 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

37,700 

0 

30 

300 

Cl 

99392 

MULLEN/BREWATER/ESMERALDA-DESIGH 

350,000 

0 

30 

300 

Cl 

99393 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

72,000 

0 

30 

300 

Cl 

99305 

E(3UIPMENT  BACKLOG-REPLACEMENT 

673,375 

0 

30 

300 

Cl 

99301 

VAR  LOC  TFC  CONT  DEVICES 

50,000 

0 

30 

300 

FM 

59305 

SIDEWALK  TREES-PRUNING/SERVICING 

96,856 

0 

30 

300 

Cl 

99306 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

0 

30 

300 

Cl 

99309 

FREEWAY  DIVERSION  GUIDANCE 

299,000 

0 

30 

300 

FM 

59325 

TFC  SIGNAL  REPLACEMENT  PROGRAM 

5,700,000 

0 

30 

300 

Cl 

99307 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

290,000 

0 

30 

300 

FM 

59301 

FETSIM  TFC  SIGNAL  COORDINATION 

70,000 

0 

30 

300 

FM 

59309 

STREET  TREE  RENEWAL  PROGRAM 

206,719 

0 

YEAR  3 TOTAL 


39,389,386 


0 
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;BPREP  REPORT  : 784 

RUN  DATE:  18-SEP-1990  TIME 


6:32PM 


CITY  a COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

YEAR  4 

40 

400 

FM 

59408 

VAR  LOC-TFC  SIG  REPLACEMENT 

40 

400 

FM 

59407 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

40 

400 

FM 

59406 

VAR  LOC -STREET  RENOVATION  PROGRAM 

40 

400 

FM 

59411 

VAR  LOC -ST  RENOVATION  PROG  (FAU) 

40 

400 

FM 

59401 

ST  LANDSCAPING-TREE  PRUNING 

40 

400 

FM 

59412 

VAR  LOC-REPAIR  STREET  STRUCTURES 

40 

400 

Cl 

99402 

VAR  LOC  TFC  SIGNALS 

40 

400 

Cl 

99436 

GEARY  BLVD-STREET  TREES 

40 

400 

Cl 

99403 

VAR  LOC-STREET  LIGHT  EXTENSIONS 

40 

400 

Cl 

99414 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

40 

400 

Cl 

99415 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

40 

400 

Cl 

99416 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

40 

400 

Cl 

99417 

VAR  LOC -BIKEWAY  PROGRAM 

40 

400 

Cl 

99418 

TFC  SIG  VISIBILITY  IMP  (STUDY) 

40 

400 

Cl 

99419 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

40 

400 

Cl 

99420 

VAR  LOC-TFC  SIG  INTERCONNECTION 

40 

400 

Cl 

99424 

VAR  LOC -NEW  TFC  SIGNALS  (MUTCD) 

40 

400 

Cl 

99429 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

40 

400 

Cl 

99430 

THIRD  ST-MEDIAN  ISLAND 

40 

400 

Cl 

99404 

EQUIPMENT  BACKLOG-REPLACEMENT 

40 

400 

Cl 

99431 

VAR  LOC -CITY  AID-ST  IMPROVE 

40 

400 

Cl 

99432 

ST  LIGHT-UNDERGROUND  DIST 

40 

400 

Cl 

99433 

SIDEWALK  HANDICAPPED  RAMPS 

40 

400 

Cl 

99434 

VAN  NESS  AVE-CTR  ISLAND  LANDSCAPE 

40 

400 

Cl 

99435 

FOREST  HILL  AREA-GUTTERS/GRDRAILS 

40 

400 

Cl 

99401 

VAR  LOC  TFC  CONT  DEVICES 

40 

400 

Cl 

99406 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

40 

400 

Cl 

99405 

VAR  LOC-INTERSECTIONS-RECHANNEL 

40 

400 

FM 

59404 

FETSIM  TFC  SIGNAL  COORDINATION 

40 

400 

FM 

59415 

TFC  SIGNAL  REPLACEMENT  PROGRAM 

40 

400 

FM 

59403 

SIDEWALK  TREES-PRUNING/SERVICING 

40 

400 

FM 

59402 

STREET  TREE  RENEWAL  PROGRAM 

YEAR  4 TOTAL 

*K***nim  YEAR  5 

50 

500 

FM 

59507 

VAR  LOC-PAVE  RENO  BACK-LOG  PROG 

50 

500 

FM 

59509 

VAR  LOC-ST  RENOVATION  (FAU) 

50 

500 

FM 

59506 

VAR  LOC-STREET  RENOVATION  PROGRAM 

50 

500 

FM 

59502 

VAR  LOC-TFC  SIG  REPLACEMENT 

50 

500 

Cl 

99502 

VAR  LOC  TFC  SIGNALS 

50 

500 

Cl 

99503 

VAR  LOC-STREET  LIGHT  EXTENSIONS 

50 

500 

Cl 

99512 

VAR  SAFETY  PROBLEM  LOC-SIGNALS 

50 

500 

Cl 

99513 

VAR  LOC-TFC  SIGNALS  AND  CHANNELIZ 

50 

500 

Cl 

99514 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

50 

500 

Cl 

99515 

VAR  LOC -BIKEWAY  PROGRAM 

50 

500 

Cl 

99516 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

50 

500 

Cl 

99517 

VAR  LOC-TFC  SIG  INTERCONNECTION 
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DEPARTMENT 

REQUEST 


2>000,000 

8,000,000 

10,000,000 

617.000 
94,136 

150.000 

100.000 

92.500 

77.000 

90.000 

200,000 

400.000 

25.000 

200.000 
100,000 
200,000 

450.000 

500.000 

1,000,000 

707,254 

150.000 

500.000 

50.000 

39.500 
119,100 

60.000 

240.000 

190.000 
70,000 

5,700,000 

49,199 

217,055 

32,387,744 


8,000,000 

631.000 

10 ,000 ,000 

2,000,000 

100.000 

77.000 

90.000 

200,000 

400.000 
25,000 

100.000 
200,000 


BOARD 

APPROVED 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


:BPREP  REPORT  :78^  CITY  S COUNTY  OF  SAN  FRANCISCO 

RUN  DATE;  18-SEP-1990  TIME;  6;32PN  CAPITAL  BUDGET  BY  DEPT  PRIORITY 

FISCAL  YEAR  1990-91 


DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

50 

500 

Cl 

99519 

VAR  LOC-NEW  TFC  SIGNALS  (MUTCD) 

450 ,000 

0 

50 

500 

Cl 

9950^^ 

EQUIPMENT  BACKLOG-REPLACEMENT 

742,616 

0 

50 

500 

Cl 

99521 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

200,000 

0 

50 

500 

FM 

59501 

ST  LANDSCAPING-TREE  PRUNING 

98,843 

0 

50 

500 

FM 

59510 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

0 

50 

500 

Cl 

99526 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

% 

50 

500 

Cl 

99528 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

0 

50 

500 

Cl 

99529 

VAR  LOC-CITY  AID-ST  IMPROVE 

150,000 

0 

50 

500 

Cl 

99530 

ST  LIGHTS-UNDERGROUND  DIST 

500,000 

0 

50 

500 

Cl 

99501 

VAR  LOC  TFC  CONT  DEVICES 

60,000 

0 

50 

500 

Cl 

99507 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

240,000 

0 

50 

500 

FM 

B9B0<i 

SIDEWALK  TREES-PRUNING/SERVICING 

51,659 

0 

50 

500 

FM 

59511 

TFC  SIGNAL  REPLACLEMENT  PROGRAM 

5,700,000 

0 

50 

500 

Cl 

99506 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

0 

50 

500 

FM 

59512 

FETSIM  TFC  SIGNAL  COORDINATION 

70,000 

0 

50 

500 

FM 

59503 

STREET  TREE  RENEWAL  PROGRAM 

227,907 

0 

YEAR  5 TOTAL 

32,154,025 

0 

YEAR  6 

KNWNWWWM 

60 

600 

FM 

59607 

VAR  LOC-PAVE  RENOV  PROG-BACKLOG 

8,000,000 

0 

60 

600 

FM 

59609 

VAR  LOC -ST  RENOVATION  (FAU) 

395,000 

0 

60 

600 

FM 

59606 

VAR  LOC -STREET  RENOVATION  PROGRAM 

10,000,000 

0 

60 

600 

FM 

59602 

VAR  LOC -TFC  SIG  REPLACEMENT 

2,000,000 

0 

60 

600 

Cl 

99602 

VAR  LOC  TFC  SIGNALS 

100,000 

0 

60 

600 

Cl 

99603 

VAR  LOC -STREET  LIGHT  EXTENSIONS 

77,000 

0 

60 

600 

Cl 

99611 

VAR  SAFETY  PROBLEM  LOC -SIGNALS 

90,000 

0 

60 

600 

Cl 

99612 

VAR  LOC -TFC  SIGNALS  AND  CHANNELIZ 

200,000 

0 

60 

600 

Cl 

99613 

VAR  LOC -MODIFY  TFC  SIG  (MUTCD) 

400,000 

0 

60 

600 

Cl 

9961^ 

VAR  LOC -BIKEWAY  PROGRAM 

25,000 

0 

60 

600 

Cl 

99615 

VAR  LOC-RAISED  REFLECT  PAVE  MARKE 

100,000 

0 

60 

600 

Cl 

99618 

VAR  LOC-NEW  TFC  SIGNALS  (MUTCD) 

450,000 

0 

60 

600 

Cl 

99620 

TFC  SIG  VISIBILITY  IMPROVEMENTS 

200,000 

0 

60 

600 

Cl 

9960^^ 

EQUIPMENT  BACKLOG-REPLACEMENT 

797,747 

0 

60 

600 

FM 

59601 

ST  LANDSCAPING-TREE  PRUNING 

103,785 

0 

60 

600 

FM 

59608 

VAR  LOC-REPAIR  STREET  STRUCTURES 

150,000 

0 

60 

600 

Cl 

99624 

VAR  LOC-REPLACE  INCAN  ST  LIGHTS 

500,000 

0 

60 

600 

Cl 

99626 

THIRD  ST-MEDIAN  ISLAND 

1,000,000 

0 

60 

600 

Cl 

99627 

VAR  LOC-CITY  AID-ST  IMPROVE 

150,000 

0 

60 

600 

Cl 

99628 

ST  LIGHTS-UNDERGROUND  DIST 

500,000 

0 

60 

600 

Cl 

99601 

VAR  LOC  TFC  CONT  DEVICES 

70,000 

0 

60 

600 

FM 

59604 

SIDEWALK  TREES-PRUNING/SERVICING 

54,242 

0 

60 

600 

Cl 

99605 

VAR  LOC-INTERSECTIONS-RECHANNEL 

190,000 

0 

60 

600 

FM 

59605 

FETSIM  TFC  SIGNAL  COORDINATION 

70,000 

0 

60 

600 

FM 

59610 

TFC  SIGNAL  REPLACLEMENT  PROGRAM 

5,700,000 

0 

60 

600 

Cl 

99606 

CANDLESTICK  PARK-ST  IMPROVEMENTS 

5,590,000 

0 

60 

600 

FM 

59603 

STREET  TREE  RENEWAL  PROGRAM 

239,303 

0 

37,152,077 


0 
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YEAR  6 TOTAL 


tBPREP  REPORT  :78<^ 

RUN  DATE:  18-SEP-1990  TIME:  6:32PM 


CITY  S COUNTY  OF  SAN  FRANCISCO 
CAPITAL  BUDGET  BY  DEPT  PRIORITY 
FISCAL  YEAR  1990-91 


DEPT 

PRIO 


CIAC 

PRIO  CIP 


PROJECT/WORKPHASE 
NO.  TITLE 


FUND  GP/FD:  02093  BUILDING  INSPECTION  FUND 


year  1 


01 

101 

FM 

20001 

450  MCALLISTER-OFFICE  RENOVATION 

YEAR  1 

TOTAL 

YEAR  2 

20 

200 

FM 

59201 

450  MCALLISTER-OFFICE  RENOVATION 

YEAR  2 

TOTAL 

FUND  GP/FD:  35001  CLEAN  HATER 

OPERATING  FUND 

YEAR  1 

01 

101 

FM 

30101 

SEWER  SYS-REP/RPL 

02 

102 

Cl 

60101 

VAR  LOC-FLOODING  ABATEMENT 

03 

103 

FM 

20701 

LINCOLN  WAY-OVERFLOW  STRUCTURE 

04 

104 

FM 

20601 

NORTH  POINT  WPCP-REHABILITATION 

05 

105 

FM 

20801 

SEWPCP-MODERNIZE  CONTROL  SYSTEMS 

YEAR  1 

TOTAL 

YEAR  2 

20 

200 

FM 

59201 

REPAIR-RENEW  COLLECT  SYS 

20 

200 

FM 

59203 

NO  POINT  WPCP-REHABILITATION 

20 

200 

Cl 

99201 

VAR  LOC-FLOODING  ABATEMENT 

20 

200 

FM 

59202 

SEWPCP-MODERNIZE  CONTROL  SYSTEMS 

YEAR  2 

TOTAL 

YEAR  3 

30 

300 

FM 

59301 

REPAIR-RENEW  COLLECT  SYS 

30 

300 

FM 

59303 

NO  POINT  WPCP-REHABILITATION 

30 

300 

Cl 

99301 

VAR  LOC-FLOODING  ABATEMENT 

YEAR  3 

TOTAL 

YEAR  4 

40 

400 

FM 

59401 

REPAIR-RENEW  COLLECT  SYS 

40 

400 

Cl 

99401 

VAR  LOC-FLOODING  ABATEMENT 

40 

400 

FM 

59402 

NO  POINT  WPCP-REHABILITATION 

YEAR  4 TOTAL 


DEPARTMENT 

REQUEST 


125,000 

125,000 


125,000 

125,000 


6,381,600 

2,000,000 

2,500,000 

2,000,000 

500,000 

13,381,600 


6,381,600 

4.000. 000 

6.000. 000 

7,000,000 

23,381,600 


6,700,700 

5,000,000 

15,000,000 

26,700,700 


7,035,800 

15,000,000 

5,000,000 

27,035,800 


BOARD 

APPROVED 


125,000 

125,000 


0 

0 


6,381,600 

0 

0 

0 

0 

6,381,600 


0 

0 

0 

0 

0 


0 

0 

0 

0 


0 

0 

0 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO. 

TITLE 

REQUEST 

APPROVED 

YEAR  5 

50 

500 

FM 

59501 

REPAIR-RENEW  COLLECT  SYS 

7>387,600 

0 

50 

500 

Cl 

99501 

VAR  LOC-FLOODING  ABATEMENT 

15,000,000 

0 

YEAR  5 

TOTAL 

22,387,600 

0 

MWWWWWKW 

YEAR  6 

60 

600 

FM 

59601 

REPAIR-RENEW  COLLECT  SYS 

7,757,000 

0 

60 

600 

Cl 

99601 

VAR  LOC-FLOODING  ABATEMENT 

15,000,000 

0 

YEAR  6 

TOTAL 

22,757,000 

0 
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DEPT  CIAC  PROJECT/WORKPHASE 

PRIO  PRIO  CIP  NO.  TITLE 

RESP  DEPT:  91  PURCHASER 


DEPARTMENT  BOARD 

REQUEST  APPROVED 


FUND  GP/FD:  01001  GENERAL  FUND 


YEAR  1 

02 

101 

FM 

59901 

MISC  FAC  MAINT  PROJ 

25>000 

17,000 

01 

102 

FM 

56701 

CEN  SHOPS-REPAVE  DRIVEHAYS 

185>000 

185,000 

05 

110 

FM 

28901 

CENT  SHOPS-VAR  AREAS-MODIFY 

48,900 

0 

0<* 

110 

FM 

24501 

CH-RMS  50/67A-N0ISE  ABATEMENT 

44,000 

0 

05 

199 

FM 

55501 

CEN  SHOPS-TRUCK  SHOPS-INT  PAINT 

25,000 

0 

06 

199 

FM 

55801 

WAREHSE-LIGHTING/HEATING  SYSTEMS 

17,240 

0 

07 

199 

FM 

55001 

CEN  SHOPS-DRAINAGE  REPAIRS 

44,000 

0 

YEAR  1 

TOTAL 

589,140 

202,000 

YEAR  2 

20 

200 

FM 

59275 

CEN  SHOP-SHED  AREA-REPLACE  FLOOR 

26,856 

0 

20 

200 

FM 

59265 

CENTRAL  SHOPS-REPLACE  ROOFS 

250,000 

0 

20 

200 

FM 

59450 

CEN  SHOPS-MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  2 

TOTAL 

501,856 

0 

YEAR  5 

50 

500 

FM 

59451 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  5 

TOTAL 

25,000 

0 

YEAR  4 

40 

400 

FM 

59452 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  4 

TOTAL 

25,000 

0 

YEAR  5 

50 

500 

FM 

59525 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  5 

TOTAL 

25,000 

0 

WWWWWKWW 

YEAR  6 

60 

600 

FM 

59645 

CENT  SHOPS-MISC  FAC  MAINT  PROJ 

25,000 

0 

YEAR  6 

TOTAL 

25,000 

0 
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DEPT 

CIAC 

PROJECT/WORKPHASE 

DEPARTMENT 

BOARD 

PRIO 

PRIO 

CIP 

NO.  TITLE 

REQUEST 

APPROVED 

DEPT: 

93  CONVENTION 

FACILITIES 

MANAGEMENT 

FUND  GP/FD:  02302  CONVENTION  FACILITIES  FUND 


YEAR  1 

01 

101 

FM 

22901 

MOSCONE  CTR-INTERIOR  REMODELING 

750,000 

750,000 

02 

102 

FM 

22801 

MISC  FAC  MAINT  PROJECTS 

250,000 

250,000 

YEAR  1 TOTAL 

1,000,000 

1,000,000 

YEAR  2 

20 

200 

FM 

59201 

MOSCONE  CTR-A/B/C  HALL-PAINT  CEIL 

480,000 

0 

20 

200 

FM 

59202 

MISC  FAC  MAINT  PROJECTS 

250,000 

0 

YEAR  2 TOTAL 

730,000 

0 

YEAR  3 

WWWKWWW* 

30 

300 

FM 

59301 

MISC  FAC  MAINT  PROJECTS 

250,000 

0 

YEAR  3 TOTAL 

250,000 

0 

YEAR 

nnmnnHut 

40 

400 

FM 

59401 

MISC  FAC  MAINT  PROJECTS 

250,000 

0 

YEAR  4 TOTAL 

250,000 

0 

nmnnnmn  YEAR  5 

wwwwwwww 

50 

500 

FM 

59501 

MISC  FAC  MAINT  PROJECTS 

250,000 

0 

YEAR  5 TOTAL 

250,000 

0 

YEAR  6 

60 

600 

FM 

59601 

MISC  FAC  MAINT  PROJECTS 

250,000 

0 

YEAR  6 TOTAL 


250 >000 


0 


X 


f 


